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ABSTRACT 

This  thesis  centre  ne  economic  cost  of  the  Monterey 
County  Water  Resources  Agency  (MCWRA)  groundwater  allocation 
plan  for  the  Salinas  Valley  Groundwater  Basin  (SVGB)  to  a 
proposed  free  market  allocation  plan  using  transferable  water 
rights.  This  analysis  develops  a  detailed  free  market 
allocation  program.  It  also  estimates  Implementation  costs 
for  both  plans.  Including  the  In^  I.4I  nvestment  In  office 
facilities  and  mmiter  use  monitoring  ^^ui>pment,  and  monthly 
operational  costs. 

The  thesis  analyzes  representative  water  users  from  the 
Urban,  Industrial  and  Agricultural  sectors  of  the  valley.  A 
marginal  cost  curve  for  reducing  water  use  Is  developed  for 
each  representative.  These  curves  are  used  to  determine  the 
conqpllance  costs  for  each  allocation  plan. 

This  study  concludes  that  the  free  market  allocation 
program  Is  more  efficient  than  the  MCWRA' s  allocation  program, 
assuming  both  plans  use  similar  water  use  monitoring  systems. 
Furthermore,  the  current  MCWRA  allocation  program  does  not 
prevent  overdrafting  in  the  SVGB. 
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KiaClITIVl  SOmiAKT 

This  thesis  conpares  the  econcsilc  cost  of  the  Monterey 
County  Water  Resources  Agency  (MCWRA)  groundwater  allocation 
plan  for  the  Salinas  Valley  Groundwater  Basin  (SVGB)  to  a 
proposed  free  market  allocation  plan  using  transferable  tiater 
rights.  This  analysis  develops  a  detailed  free  market 
allocation  program.  Ttils  free  market  allocation  plan  Is 
patterned  after  the  South  Coast  Air  Quality  Managenent 
District's  Regional  Clean  Air  Incentives  Market  Program  In  Los 
Angeles,  California. 

This  thesis  analyzes  the  Urban,  Industrial  and  Agricul¬ 
tural  sectors  of  the  Salinas  Valley.  For  each  sector, 
representative  businesses  or  organizations  were  selected  amd 
asked  to  participate.  Each  participant  was  analyzed,  and 
marginal  cost  curves  for  reducing  water  consunqptlon  were 
developed  to  determine  compliance  costs  for  each  allocation 
plan.  The  Urban  sector  participants  Include  the  City  of 
Salinas,  the  California  Water  Service  Company,  Inc.  and  the 
Marina  Coast  Water  District.  Ibe  Indiistrlal  sector's 
representative  was  J.  M.  Smucker  Company.  The  Agricultural 
sector  Included  sixteen  farms  located  throughout  the  valley. 
Farms  were  selected  by  their  ability  to  provide  historical 
data  on  crop  type,  acreage  and  yield  Information,  as  well  as 
growing  and  packing  costs  per  acre. 
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The  thesis  further  examines  the  Implonentatlon  costs  of 
the  MCWRA's  allocation  plan  verses  the  theoretical  free 
market  allocation  plan.  It  also  estimates  Implementation 
costs  for  both  plans,  Including  the  Initial  Investment  In 
office  facilities  and  water  use  monitoring  equipment,  and 
monthly  operational  costs. 

This  study  concludes  that  the  free  market  allocation 
program  Is  more  efficient  than  the  MCWRA's  allocation  program 
assuming  both  plans  use  similar  water  use  monitoring  systems. 
Furthermore,  the  current  MCWRA's  allocation  does  not  bring  the 
groundwater  basin  Into  balance.  The  groundwater  being 
extracted  annually  from  the  basin  Is  greater  tham  the  amount 
of  water  that  Is  annually  recharged  Into  the  basin.  This 
result  demonstrates  that  the  MCWRA  Is  not  cooplylng  with  the 
California  State  Water  Board  requirement  for  the  agency  to 
eliminate  overdrafting  In  the  Salinas  Valley  Groundwater  Basin 
[Ref.  30] . 
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I .  ZHTSODUCTZON 


A.  OVERVIEW 

The  Salinas  Valley  is  currently  experiencing  a  serious 
groundwater  allocation  problem  which  is  reducing  groundwater 
quality  and  quantity.  This  deterioration  has  occurred  because 
the  demand  for  water  is  greater  than  the  natural  euid  augmented 
recharge  capeibilities  of  the  Salixias  Valley  Groiindwater  Basin 
(SVGB)  .  Excessive  groundwater  punping  frc»n  the  SVGB  has 
caused  serious  chronic  overdraft  conditions  in  the  northern 
half  of  the  Valley.^ 

The  annual  historical  overdraft  (1970-1992)  is  estimated 
by  Montgomery  Watson  Engineering  to  have  averaged  37,000  acre- 
foot  (ac-ft)  per  year  (Ref.  2:p.  5-14]  .  It  also  has  been 
estimated  that  approximately  750,000  ac-ft  of  groundwater  has 
been  cumulatively  overptmped  during  the  six  year  period 
between  1986  and  1992  [Ref.  l:p.  X] . 

This  chronic  overdrafting  has  seriously  reduced  ground- 
water  levels  in  the  northern  half  of  the  valley.  In  August  of 
1992,  the  groundwater  levels  in  this  region  reached  the  lowest 
levels  in  recorded  history.  [Ref.  l:p.  X]  The  northwest 
comer  of  the  valley  has  experienced  the  greatest  chemge.  The 

^Overdraft  occurs  when  groundwater  is  being  extracted 
from  the  basin  at  a  greater  rate  than  it  is  being  replenished. 
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groundwater  elevation  has  dropped  approximately  85  feet  since 
1930  [Ref.  2:p.  2-6] . 

Lowering  the  water  table  affects  the  valley  in  two  «rays: 
it  increases  the  cost  of  extracting  groundwater,  and  it 
accelerates  seawater  intrusion  into  the  aquifer  along  the 
coast.  Groundwater  extraction  costs  have  been  estimated  to 
increase  $0.10  per  ac-ft  for  every  vertical  foot  the 
groundwater  level  drops,  assxuning  that  extraction  volume 
remains  the  Seune.  [Ref.  3]  The  total  cost  of  lowering  the 
water  tcQale  by  one  vertical  foot  throughout  the  valley  would 
be  approximately  $53,500  annually. 

The  seawater  intrusion  effect  is  the  more  significeuit  of 
the  two  effects.  Seawater  intrusion  is  currently  occurring 
along  the  coast  at  a  rate  of  16,700  ac-ft  per  year  [Ref.  2:p. 
8-3] .  Seawater  intrusion  is  caused  by  overdrafting  in  front 
of  the  seawater/ freshwater  interface  [Ref.  l;p.  31]  .  This 
causes  the  freshwater  gradient  to  shift  from  its  predominately 
westward  to  an  eastward  movement.  This  reversal  has  acceler¬ 
ated  seawater  intrusion  into  the  coastal  aquifers.  This 
seawater  intrusion  front  poses  an  imminent  threat  to  the 
municipal  water  supply  for  the  City  of  Salinas.  It  is 
possible  that  the  seawater  presently  confined  in  the  ”180  foot 
aqniifer,  ”  located  along  the  coast,  could  gain  access  to  the 
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unconfined  portion  of  the  Salinas  Valley  groundwater  basin. ^ 
This  would  endanger  the  municipal  water  supplies  of  several 
communities  and  thousands  of  acres  of  farmland. 

Overdrafting,  the  six  year  drought  affecting  the  Salinas 
Valley  and  the  lack  of  new  water  supply  projects  have  made  it 
imperative  that  local  communities  stop  overdrafting  the  SV6B 
to  hold  the  seawater  intrusion  front.  One  of  the  primary 
steps  required  to  achieve  these  goals  is  to  develop  a  water 
allocation  plan  that  would  bring  the  basin  back  into  balance 
and  assure  all  parties  equal  access  to  this  valueUole 
resource . ^ 

The  Monterey  County  Water  Resources  Agency  (MCWRA)  and  the 
Monterey  County  Board  of  Supervisors  are  the  government 
agencies  tasked  by  the  State  of  California  via  the  State  Water 
Resources  Control  Board  to  develop  and  execute  a  progreun  to 
prevent  further  groundwater  overdrafting  and  seawater 
intrusion.  The  MCWRA  has  conplete  authority  under  the 
Monterey  County  Water  Resources  Agency  Act  (Stats.  1990,  Chap. 
1159)  to  establish  any  ordinances,  reasonable  procedures, 
rules,  and  regulations  that  would  conserve  water  for  present 


^The  "180  foot  aquifer"  is  a  confined  water-bearing 
strata  located  at  an  elevation  of  180  feet  below  the  ground. 
See  Chapter  II,  Section  D  of  this  thesis  for  further 
hydrogeologic  description  of  the  Salinas  Valley  Groundwater 
Basin. 

^Balance  is  a  state  of  equilibrium  where  the  amount  of 
groundwater  being  extracted  from  the  basin  is  equal  to  the 
basin's  natural  euid  supplemental  recharge. 
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and  future  use  within  the  SVGB  and  to  prevent  groundwater 
extractions  which  are  harmful  to  the  groundwater  basin. 

The  MCHRA  has  two  strategies  to  achieve  these  goals.  The 
first  strategy  is  to  develop  new  water  sources  and/or  increase 
the  efficiency  of  the  natural  and  augmented  recharge 
caped>ilities  of  the  SVGB.  The  second  strategy  is  to  develop 
a  progreun  to  manage  water  demand  for  the  valley.  This  is 
accomplished  by  enacting  ordinances  enaUoling  the  agency  to 
monitor  aind  control  groundwater  use  and  to  set  upper  pumping 
limits  for  all  commercial,  industrial  and  municipal  wells  in 
the  Salinas  Valley.  Such  ordinances  have  been  enacted  over 
the  past  three  years.  Through  these  actions,  the  MCWRA  has 
slowly  established  a  water  allocation  plan  based  on  a 
regulatory  system  of  control.* 

Currently,  the  State  Water  Resources  Control  Board 
believes  that  the  current  MCWRA  allocation  plan  is  inadequate 
for  the  Salinas  Valley  Groimdwater  Basin  [Ref.  30 :p.  1]  .  When 
senior  MCWRA  staff  members  were  asked  if  emy  other  allocation 
plaui  %fas  given  serious  thought,  they  indicated  that  the  only 
other  allocation  pleui  discussed  was  a  tax  based  allocation 
plan.  [Ref.  4]  No  serious  consideration  has  yet  been  given 
to  a  free  market  allocation  system.  It  appears  the  agency  and 


*In  a  regulatory  control  system,  the  government  agency 
determines  the  amount  of  a  given  natural  resource  (i.e., 
water)  that  any  group  or  Industry  will  be  allowed  to  use. 
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the  general  public  have  not  seriously  considered  the  free 
market  allocation  method. 

Since  the  economic  community  considers  free  market 
allocation  to  be  the  most  efficient  way  of  allocating  a  scarce 
resource,  this  thesis  will  examine  a  free  market  approach  to 
groundwater  allocation  in  the  SV6B.  This  research  examines 
the  advantages  and  disadvantages  of  three  methods  for 
allocating  groundwater  and  examines  whether  a  specific  free 
market  allocation  plan  would  be  more  efficient  than  the 
current  MCHRA  allocation  plan.  The  information  derived  frcmi 
this  research  will  provide  the  MCWRA,  local  community  leaders 
and  the  State  Water  Resources  Control  Board  with  some  critical 
insight  into  the  free  market  allocation  method  and  the 
potential  benefits  it  could  bring  to  the  valley. 

B.  SBSBARCB  OBJBCTIVBS  AMD  QOISTZGirS 

The  primary  objective  of  this  research  is  to  determine  if 
a  free  market  (privatization)  allocation  plan  is  more  economi¬ 
cally  efficient^  than  the  MCWRA's  allocation  plain  for  a  small 


^Economic  efficiency  refers  to  ”the  relationship  between 
the  monetary  value  of  ends  and  the  monetary  value  of  meams. 
The  valuations  that  are  counted  are,  consequently,  the 
valuations  of  those  who  are  willing  amd  aUDle  to  support  their 
preferences  by  offering  money. 

From  this  perspective  a  parcel  of  lamd  is  used  with 
maocimum  econixnic  efficiency  when  it  comes  under  the  control 
of  the  party  who  is  willing  (which  inplies  ad>le)  to  pay  the 
largest  aunount  of  money  to  obtain  that  control.  The  proof 
that  a  particular  resource  is  being  used  efficiently  is  that 
no  one  is  willing  to  pay  more  in  order  to  divert  it  to  some 
other  use”  [Ref.  12:pp.  9-10]. 
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sample  group.  This  will  be  acconplished  by  azialyzing  the  cost 
inpacts  of  the  two  plans  on  a  small  sample  ccmposed  of  the 
following  segments  of  the  valley:  the  industrial  segment  (am 
agricultural  processor) ,  the  urban  segment  (City  of  Salinas, 
Marina  Coast  Water  District,  California  Water  Service  Conpany, 
Inc.)  and  the  agricultural  segment  (16  farms  located 
throughout  the  valley) .  These  three  segments  were  selected 
because  they  use  the  most  groundwater  in  the  valley. 

In  order  to  achieve  the  main  objective  of  this  research, 

the  following  specific  research  questions  will  be  answered: 

What  are  the  theoretical  advantages  and  disadvantages  of 
the  regulatory  control  allocation  method,  teucation 
allocation  method,  and  privatization  allocation  method? 

Can  a  privatization  allocation  plam  be  legally  adopted 
based  on  the  current  regulations  and  authority  of  the 
MCWKA? 

What  would  be  the  organizational  structure  as  well  as 
the  operating  procedures  and  guidelines  for  a  privatiza¬ 
tion  allocation  progreun  in  the  Salinas  Valley? 

What  would  the  estimated  costs  be  for  initial  capital 
expenditures  emd  operation  of  a  privatized  allocation 
program  for  the  Salinas  Valley?  How  would  these  costs 
conpare  to  the  regulatory  allocation  program? 

How  would  the  estimated  conpliemce  costs  for  the 
privatization  program  conpare  to  the  estimated 
ccxipliance  costs  of  the  regulatory  allocation  program? 


C.  NBTHODOLOGY 

For  each  market  segment,  the  marginal  cost  of  conservation 
will  be  estimated  and  a  cost  of  conpliance  determined  for  each 
allocation  plan  based  on  the  subsanple's  projected  water  use 
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in  1994,  1995,  and  1996.  This  information  will  show  local 
decision  makers  the  econcxnic  trade-offs  between  a  free  market 
allocation  plan  and  the  MGifRA's  allocation  plan. 

Also  this  thesis  estimates  the  cost  of  ia^ementing  both 
allocation  plans.  Implementation  costs  are  based  on  histor¬ 
ical  cost  data  obtained  from  the  Monterey  County  auid  estimates 
received  frcxn  the  private  sector. 


D.  LIMITATIONS  AMD  ASSUMPTIONS 

The  major  limitation  in  developing  accurate  conqpliance 
costs  for  the  urbeui  and  agricultural  sectors  is  obtaining 
accurate  historical  water  use  data.  In  the  agricultural 
sector,  historical  water  use  data  does  not  exist.  There  is  no 
accurate  information  available  about  the  aunount  of  water 
normally  applied  per  acre  by  crop  type  in  the  Salinas  Valley. 
Therefore,  this  analysis  assumes  that  the  agricultural  water 
use  per  acre  equals  the  average  water  use  per  acre  of 
irrigated  crop  land.  This  average  is  derived  from  the 
Montgomery  Watson  Groundwater  model  statistics  [Ref.  2:pp.  2-3 
&  4-15]  . 

In  the  urban  sector,  the  City  of  Salinas  had  no  annual 
water  use  records  except  for  1987.  Therefore,  for  the  City  of 
Salinas  it  is  assumed  that  historical  water  use  per  capita  is 
constant.  The  City  of  Salinas's  historical  water  use  for  1988 
through  1993  is  derived  by  multiplying  historical  water  use 
per  capita  for  1987  by  eumual  population  estimate  for  the 
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relevant  year.  All  projected  water  use  figures  for  the  urban 
sector  were  obtained  from  official  Urban  Water  Allocation 
Plans  submitted  to  MCWRA  by  the  City  of  Salinas,  Marina  Coast 
Water  District  and  California  Water  Service  Con^ny. 

Another  significant  limitation  is  the  inability  to  obtain 
information  eUsout  irrigation  efficiencies  by  crop  type  for  the 
different  methods  of  irrigation.  This  data  is  essential  to 
identify  the  irrigation  method  that  achieves  the  highest  water 
efficiency  and  to  determine  the  marginal  cost  of  saving  an 
acre- foot  of  water  by  inqproving  irrigation  methods.  However, 
there  is  accurate  data  about  distribution  uniformity  for  the 
different  methods  of  irrigation  used  in  the  valley. 
Distribution  uniformity  (DU)  equals  irrigation  efficiency  (IB) 
(if  one  does  not  take  into  account  application  losses)  when 
the  amount  of  beneficially  used  tirater  is  the  same  as  the 
average  eunount  infiltrated  in  the  low  quarter.®  Therefore, 
"DU  may  be  considered  as  the  meucimum  potential  IE  of  a 
properly  managed  irrigation  system,  if  under- irrigation  is  to 
be  avoided"  [Ref.  5:p.  €] .  This  thesis  assumes  that  irriga¬ 
tion  efficiency  is  the  Scune  as  DU.  This  assunption  generally 
agrees  with  the  historical  irrigation  efficiency  data 
presented  in  Chapter  V. 


®The  low  quarter  is  the  average  depth  of  water 
infiltrated  in  the  25%  of  the  areas  receiving  the  least  amount 
of  water. 
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The  analysis  for  determining  coxiqpliance  costs  for  the  free 
market  allocation  plan  assumes  that  a  sub -sample 
representative  will  be  able  to  purchase  or  sell  as  much  water 
at  the  prevailing  market  price  as  they  desire. 


B.  SmOUkRY  OF  FINDINGS 

The  most  important  findings  of  this  research  include: 

Based  on  the  projected  water  use  trends  derived  from 
this  research  sample  group,  the  MCWRA's  allocation 
program  does  not  eliminate  overdrafting  in  the  Salinas 
Valley  Groundwater  basin. 

The  MCWRA's  allocation  program  reduces  the  amount  of 
groundwater  used  per  capita  by  15%  using  1967  as  a 
baseline.  However,  it  does  not  stop  urbeui  sector  water 
use  from  increasing.  The  Association  of  Monterey  Bay 
Area  Governments  projects  that  the  urban  population  will 
continue  to  grow  in  the  future. 

The  comparative  economic  analysis  indicates  that  the 
free  market  (privatization)  allocation  program  is 
economically  more  efficient  in  reducing  water  use  thsui 
the  MCWRA's  allocation  progreun  for  the  Scuiple  group, 
assuming  similar  water  use  monitoring  procedures. 

The  MCWRA's  allocation  program  has  a  lower  start-up  cost 
than  the  free  market  program.  This  is  because  the  free 
market  plan  uses  a  computerized  well  monitoring  system. 
Implementation  costs  are  relatively  ec[ual  if  both 
programs  use  similar  well  monitoring  systems. 


H.  ORGANIZATION  OF  STDDT 

This  thesis  is  divided  into  six  chapters.  In  Chapter  II 
the  relevant  characteristics  of  the  Salinas  Valley  are 
discussed,  including  climate  conditions,  historical  land  amd 
water  use,  geologic  conditions,  hydrogeologic  conditions, 
current  problems  with  SVGB  (overdrafting,  seawater  intrusion. 
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and  nitrate  contamination) ,  the  MCWRA  Mission  and  Authority, 
and  the  steps  taken  to  date  by  the  MCWRA  to  prevent  over- 
drafting  and  stop  seawater  intrusion. 

Chapter  III  discusses  the  three  primary  methods  of 
allocating  a  scarce  resource.  It  outlines  the  current 
economic  thought  on  the  advantages  and  disadvantages  of  each. 

Chapter  IV  describes  a  privatization  allocation  program 
for  the  SVGB.  The  legal  authority  of  the  MCWRA  to  implement 
such  a  program  is  discussed,  along  with  a  methodology  for 
defining,  issuing  and  trading  water  rights.  The  chapter  also 
discusses  the  program's  administrative,  monitoring  and 
enforcement  requirements. 

Chapter  V  estimates  the  cost  of  implementing  and 
operating  both  the  privatization  allocation  plaui  amd  the 
MCWRA' s  allocation  plan.  The  chapter  also  compares  the 
economic  cost  of  conpliance  under  both  plans  for  a  small 
sample  group  conqposed  of  urbcui,  industrial  auid  agricultural 
water  users. 

Chapter  VI  summarizes  the  major  conclusions  dra«m  frcxn 
this  research  auid  highlights  the  research  required  to  resolve 
outstanding  issues. 
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ZZ.  BACKGROUND  ON  THB  SALZNAS  VALLEY  AND  THE 
GROUNDWATER  PROBLEMS 

The  Salinas  Valley  is  located  in  the  coastal  region  of 
north  central  California.  This  elongated  valley  is  surrounded 
by  the  Gcdiilian  mountain  range  to  the  east,  the  Elkhom  Slough 
to  the  northeast,  and  the  Sierra  de  Salinas  and  Santa  Lucia 
mountain  ranges  to  the  west.  The  altitude  of  the  valley  floor 
varies  from  zero  to  about  400  feet  above  sea  level.  The 
Salinas  Valley  Groundwater  Basin  (SVGB) ,  which  is  the  only 
source  of  fresh  water  for  the  valley,  extends  from  Bradley, 
near  the  southeast  end  of  the  valley,  to  Monterey  Bay,  at  the 
northwest  end  of  the  valley.  The  basin's  width  varies  from 
about  10  miles  near  the  Monterey  Bay  to  about  three  miles  near 
Bradley.  The  location  for  this  study  is  shown  in  Figures  2-1 
and  2-2  [Ref.  2:  Fig.  2-1  &  4-2]  The  SVGB  is  legally 
controlled  by  the  Monterey  County  Water  Resource  Agency 
(MCWRA)  . 

A.  CLZMATE  CONDZTZONS 

The  Salinas  Valley  is  close  to  the  Pacific  Ocean  and  has 
a  mild  mediterranean  climatt^.  The  area  enjoys  moderate 
temperatures  with  slight  seasonal  variations.  The  summers  are 
cool  and  dry  while  the  winters  are  mild  and  rainy.  These 
moderate  conditions  are  created  by  the  mountains  surrounding 
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Figure  2-1.  Study  Area 
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the  valley.  They  help  retain  warm  air  flows  in  the  winter  amd 
cool  air  flows  in  the  summer.  The  air  flows  are  generated  by 
temperature  differences  between  the  ocean  and  the  lauid.  The 
predominant  winds  are  frc»n  the  west  auid  the  northwest. 
Therefore,  the  ocean's  influence  decreases  as  one  travels  from 
the  coast  towards  the  southeast.  This  decrease,  and  a  strong 
solar  heating  effect  during  the  summer,  explains  why  the 
valley's  interior  generally  has  higher  average  summer  tempera¬ 
tures  and  lower  average  winter  temperatures  than  the  rest  of 
the  valley. 

In  the  valley,  precipitation  increases  as  one  travels  from 
east  to  west  and  as  elevation  increases.  An  average  rainfall 
of  60  inches  per  year  occurs  along  the  crest  of  the  Seinta 
Lucia  Range.  The  Santa  Lucia  Range  has  the  highest  average 
rainfall  in  conqparison  to  the  other  mountain  remges  that 
surround  Salinas  Valley.  The  minimum  average  rainfall  occurs 
at  Soledad  in  the  interior  of  the  valley  and  amounts  to  only 
11  inches  per  year.  The  mean  eumual  precipitation  in  the 
mountain  rcuiges  surroxinding  the  valley  varies  from  edaout  20 
inches  near  the  GaUailan  Range  to  cdsout  25  inches  in  the  Sierra 
de  Salinas,  excluding  the  area  along  the  crest  of  the  Scuita 
Lucia  Range.  The  mecui  annual  precipitation  in  the  interior  of 
valley  ranges  from  about  11  inches  in  Soledad  to  14  inches  at 
the  Nacimiento  and  San  Antonio  Reservoirs.  The  majority  of 
the  rainfall  occurs  during  the  winter  months  (November  - 
March) ,  which  accounts  for  more  than  75%  of  the  annual 
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rainfall.  This  is  the  only  source  of  fresh  water  for 
recharging  the  SV6B.  [Ref.  2:p.  2-2] 

This  combination  of  topography  and  climate  provides  the 
Salinas  Valley  with  the  ideal  environment  for  farming  and 
ranching.  This  climate  gives  the  farming  community  year-round 
growing  conditions,  with  350  frost- free  days  near  the  coast 
and  200  -  250  frost- free  days  inland.  These  conditions  allow 
the  majority  of  farmers  to  plant  two  or  three  crops  per  year. 
The  capacity  for  multiple  crops  is  only  limited  by  the  growth 
rate  of  the  crop  and  soil  conditions. 

B.  HISTORICAL  LAND  AND  WATER  USE 

Land  use  is  a  key  element  in  determining  which  allocation 
plan  will  be  more  economically  efficient.  Land  use  directly 
affects  water  consumption  rates.  It  also  can  affect  the 
land's  capacity  to  percolate  rainwater,  runoff  and  irrigation 
water.  The  three  principal  categories  of  land  use  are 
agricultural,  urban  (which  includes  residential,  commercial 
and  industrial  areas)  and  native  vegetation.  In  the  SV6B, 
"agricultural  land  accounted  for  47  percent  followed  by  native 
vegetation  with  46  percent,  while  urban  land  use  was  only  7 
percent"  [Ref.  2;p.  4-12]  Figure  2-3  [Ref.  2;Pig.  4-10]  shows 
the  Salinas  Valley  land  use  distribution  for  1990.  Over  the 
past  twenty  years,  the  ratio  of  urboui  versus  agricultural 
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acreage  in  the  Salinas  Valley  has  been  relatively  steUsle,  even 
though  there  has  been  some  conversion  of  farmland  to  urban  use 
near  the  major  urban  areas  (i.e..  City  of  Salinas)  .  Figure  2- 
4  [Ref.  2: Fig.  4-9]  shows  that  the  ratio  between  agricultural 
and  urban  land  use  has  been  relatively  constant  between  1970 
and  1985.  Urban  acreage  has  grown  slightly  as  farmland  is 
converted  to  urban  uses. 

Agricultural  production  is  the  largest  industry  in  the 
county.  In  fact,  Monterey  is  the  number  one  vegetable 
producing  county  in  the  nation  [Ref.  6:p.  2] .  According  to 
the  Monterey  County  Agricultural  Commissioner,  the  Salinas 
Valley  produces  95  percent  of  the  artichokes,  55  percent  of 
the  broccoli,  35  percent  of  the  cauliflower,  30  percent  of  the 
lettuce,  and  20  percent  of  the  celery  grown  in  the  United 
States.  Agricultural  sales  in  the  county  in  1993  exceeded  1.8 
billion  dollars.  [Ref.  7:p.  i]  The  preceding  data  reflects 
the  sensitivity  that  groundwater  allocation  has  on  the  local 
economy  since  this  industry  uses  90%  of  the  groundwater 
extracted  from  the  SVGB.  In  Monterey  County,  the  four  row 
crops  with  the  highest  dollar  value  in  1990  were  lettuce, 
broccoli,  strawberries  and  cauliflower  [Ref.  7:p.  30] . 

Based  on  the  most  current  estimates  (1991)  from  the  United 
States  Bureau  of  Reclamation's  (USBR)  Geographic  Information 
System  (GIS) ,  197,827  acres  of  leuid  are  being  used  for  farming 
in  the  Salinas  Valley.  The  majority  of  this  land  is  irrigated 
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Figure  2-4.  Agricultural  Versus  Urban  Land  Use 
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YEAR 


with  ground  water.  According  to  the  Montgc»iery  Watson 
groundwater  model,  the  agricultural  community  uses  512,000 
acre-feet  of  water  per  year.  This  is  90.5%  of  the  total 
groundwater  extracted  from  the  aquifer  each  year.  This  is  eui 
average  of  2.588  acre- feet  per  acre  of  farmland.  Future 
farming  is  projected  to  remain  constant  up  to  the  year  2020 
[Ref.  8:pp.  3-6]  .  It  has  also  been  estimated  that  80  percent 
of  the  land  in  the  valley  could  be  irrigated;  65  percent  is 
currently  being  irrigated  [Ref.  9:p.  16] 

A  survey  of  eight  fields  conducted  in  March  1988  indicated 
that  these  fields  were  only  achieving  58%  average  irrigation 
efficiency  [Ref.  31:p.  7]  This  is  somewhat  below  the 
theoretical  irrigation  efficiencies  that  should  be  obtained 
under  typical  conditions  and  proper  water  management.  It  is 
also  far  below  the  ideal  potential  efficiency  levels  according 


^The  term  irrigation  efficiency  "is  a  measure  of  the 
proportion  of  water  applied  that  is  actually  used 
beneficially.  Irrigation  efficiency  (IE)  is  defined  as: 

IE  -  water  beneficially  used  /  total  water  applied 
where  beneficial  uses  include  water  necessary  for: 

*  crop  transpiration 

*  salinity  control 

*  climate  control  (frost  protection  euid  crop  cooling) 
and  beneficial  uses  do  not  include: 

*  application  losses  such  as  spray  drift  or  uncollected 
run-off 

*  evaporation  from  wet  soil  surfaces  or  wet  foliage 

*  deep  percolation  of  water  past  the  root  zone  (in  excess  of 
leaching  requirement).”  [Ref.  5:p.  4] 
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to  documentation  from  the  California  Mobile  Irrigation  Labs 
(CMIL)  [Ref.  5:p.  6].  The  following  Taible  2-1  [Ref.  5:p.  6] 
presents  irrigation  efficiencies  for  a  well  designed 
irrigation  system  with  excellent  emd  average  management. 


TABLE  2-1.  ZBEZOATZGH  BmCZlMCIBS 


Irrigation 

ZB  (%) 

ZB  (%) 

Method 

(Best) 

(Average) 

Linear  Move 

90 

70 

Furrow 

88 

70 

Drip 

88 

65 

Hand  Move  Sprinkler 

75 

60 

If  a  58%  average  irrigation  efficiency  is  typical  in  the 
Salinas  Valley,  the  farming  community  is  toasting  scxnewhere 
between  2%  and  32%  of  the  groundwater  used  for  irrigation. 
For  every  10%  decrease  in  efficiency,  the  farming  community 
wastes  an  estimated  51,200  acre- feet  of  nirater  per  year.  This 
estimate  is  based  on  the  groundwater  extracted  per  year  for 
agriculture  according  to  the  Montgomery  Watson  model  mentioned 
previously . 

Urban  euid  industrial  centers  are  located  in  the  city  of 
Salinas  (population  115,000)  and  the  communities  of  Gonzales, 
Marina,  King  City,  Soledad,  Chualar,  and  Castroville.  These 
urban  areas  have  experienced  tremendous  growth  during  the  last 
ten  years.  For  example,  population  in  Salinas  has  grown  37 
percent  during  this  time.  The  majority  of  the  industrial  base 
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in  these  urban  areas  is  centered  around  the  agricultural 
community  euid  its  needs. 

Table  2-2  [Ref.  8:p.  3-3],  developed  by  the  Army  Corps  of 

Engineers,  estimates  the  Salinas  Valley's  urban  and  industrial 

water  demand  for  1990  amd  2010.  It  is  based  on 

[The]  association  of  Monterey  Bay  Area  Governments  (AMBAS) 
population  projections,  estimates  provided  by  the  Monterey 
County  Flood  Control  and  Water  Conservation  District 
municipal  demamd  estimates  for  Marina  and  Port  Ord  by  the 
Sea-water  Intrusion  Committee  (December  1968),  population 
estimates  by  the  U.S.  Bureau  of  Census  (1971)  and  a  survey 
of  \iirater  use  conducted  by  the  District  in  cooperation  with 
the  County  Planning  Department  (1984).  [Ref.  8:p.  3-2] 

In  general,  urban  water  use  has  increased  slightly  over 
the  past  twenty  years.  Figure  2-5  [Ref.  2: Fig.  4-12]  shows 
the  historical  total  annual  water  use  for  both  the  urbam  and 
agricultural  sectors.  The  largest  subcategory  of  urban  water 
usage  is  residential. 

Residential  water  use  is  expected  to  increase  by  148.6% 
between  1980  and  2020  [Ref.  l:p.  48]  .  Tod>le  2-3  [Ref.  l:p. 
48]  presents  both  the  historical  and  projected  annual 
residential  water  demands  for  major  urban  centers  in  the 
Salinas  Valley. 
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^This  data  was  provided  by  Richard  Youngblood  of  the 
Marina  Coast  Water  District.  [Ref.  3] 


Figure  2-5.  Total  Annual  Water  Use 
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TABLE  2-3.  HISTORICAL  AMD  PROJECTED  ANNUAL 
RESIDENTIAL  MATER  DEMAND 


1980  (ac-ft/yr) 

2020  (ac-ft/yr) 

Salinas 

12,721 

32,689 

Gonzales 

663 

936 

Soledad 

801 

1,922 

Greenfield 

479 

1,203 

King  City 

1,009 

2,220 

Total 

15,673 

38,970 

Residential  water  use  includes  water  used  indoors  and 
outdoors.  An  estimated  60  percent  of  urban  water  use  is  for 
indoor  applications;  the  remaining  40  percent  is  for  outdoor 
purposes.  [Ref.  3]  Indoor  water  consultation  is  relatively 
constant,  while  outdoor  use  varies  with  a  demand  cycle  that  is 
similar  to  the  demand  cycle  for  agricultural  water  use. 
Furthermore,  water  consultation  varies  with  the  type  of 
dwelling.  Apartments  and  condominiums  usually  have  a  lower 
water  consumption  per  capita  than  a  single  feunily  residency. 
Since  irrigation  systems  are  usually  installed  and  maintained 
by  professional  irrigation  experts,  apartments  and 
condominiums  typically  have  lower  landscape  water  requirements 
and  higher  irrigation  efficiency. 

The  second  largest  subcategory  of  urban  water  use  is 
commercial  water  use.  Commercial  water  users  are  small 
businesses  that  use  water  mainly  for  indoor  sanitation, 
personal  consumption  and  landscaping.  Exanqples  of  ccxnmercial 
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users  are  ^anks,  food  stores,  restaurants  and  retail 
establishments.  (Ccmmiercial  laundries  and  car  washes  are 
included  in  the  industrial  category.)  Commercial  water  use  is 
expected  to  increase  by  116.6%  between  1980  and  2020  [Ref. 
l:p.  49].  Table  2-4  [Ref.  l:p.  49]  presents  the  historical 
and  forecasted  future  cuinual  commercial  water  demand  fcr  major 
urban  centers  in  the  Salinas  Valley. 


TABLB  2-4.  HZSTORZCJkL  AND  FDTDSB  ANNUAL  COMMBRCZAL 
NATBR  DBIAND 


1980  (ac-ft/yr) 

2020  (ac-ft/yr) 

Salinas 

3,051 

6,608 

Gonzales 

258 

441 

Soledad 

311 

546 

Greenfield 

186 

608 

King  City 

393 

891 

Total 

4,199 

9,094 

Industrial  users  are  the  third  largest  subcategory  of 
urban  water  users.  Industrial  water  users  are  industries  or 
businesses  which  use  large  volumes  of  water.  Typical  exait^les 
of  industrial  users  are  food  processing  plants  (fruit, 
vegetables  cuid  seafood) ,  beverage  bottling  plants  (wineries 
and  soft  drink  producers) ,  ccxnmercial  ice  manufacturers, 
laundries,  and  car  washes.  This  category  is  expected  to 
increase  by  100.9%  between  1980  and  2020  [Ref.  l:p.  49]  . 
Ted)le  2-5  [Ref.  l:p.  49]  presents  the  historical  and  future 
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annual  Industrial  water  demand  for  major  urban  centers  in  the 
Salinas  Valley. 


TABLE  2-5.  HISTORICAL  KOD  FUTURE  AEMUAL 
INDUSTRIAL  WATER  DEMAND 


1980  (ac-ft/yr) 

2020  (ac-ft/yr) 

Salinas 

515 

1,058 

1  Gonzales 

87 

89 

1  Soledad 

105 

182 

1  Greenfield 

63 

124 

1  King  City 

132 _ 

359 

1  Total  « 

1,812  1 

The  last  urban  subcategory  is  the  general  public 
subcategory.  This  subcategory  includes  government  institu¬ 
tions  such  as  pxiblic  buildings,  schools,  prisons,  public 
hospitals,  fire  departments,  state,  county,  and  city  parks,  as 
well  as  national  parks  and  military  installations.  The 
general  public  water  demand  is  esq^ected  to  increase  by  120.9% 
between  1980  euid  2020.  [Ref.  l:p.  50]  TaQ^le  2-6  [Ref.  l:p. 
50]  presents  the  historical  and  future  annual  general  public 
water  demand  for  major  urban  centers  in  the  Salinas  Valley. 
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TABLE  2-6.  HISTORICAL  AMD  FUTDRB  ANNUAL 
GENERAL  PUBLIC  WATER  DBCBMD 


1980  (ac-£t/yr) 

2020  (ac-£t/yr) 

Salinas 

50 

125 

Gonzales 

37 

55 

1  Soledad 

45 

92 

1  Greenfield 

27 

73 

King  City 

56 

130 

Total  = 

215 

475 

Given  these  preceding  projections  for  each  subcategory, 
the  annual  water  usage  in  the  urban  category  will  increase  by 
an  estimated  139.9%  between  1980  and  2020. 

C.  GEOLOGIC  CONDITIONS 

Geologically,  the  Salinas  Valley  is  a  deep  asymmetric 
valley  which  overlays  a  low-permeable  formation  of  consoli¬ 
dated  rock  from  the  Tertiary  Age  and  earlier.  Unconsolidated 
marine  and  alluvial  sediment  cover  this  layer  and  form  the 
Salinas  Valley's  permeable,  water-bearing  aquifers  and  the 
low  permeability  clay  aquiclude®. 

The  valley's  shape  and  location  derive  from  the  tectonic 
history  of  north  central  California.  The  Salinas  Valley  runs 
parallel  and  west  of  the  San  Andreas  Fault  zone  and  has 
numerous  faults  that  travel  through  the  valley.  The  most 

®The  term  aquiclude  describes  the  groxuidwater- bearing 
properties  of  a  rock  formation.  Aguicludes  do  not  transmit 
water  easily  and  do  not  yield  water  to  wells,  though  they  may 
retain  much  water  in  their  fine  pores  [Ref.  14 :p.  6] . 
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famous  faults  are  the  Gabilan  Fault,  which  is  located  on  the 
east  side  of  the  valley,  and  the  King  City  fault  located  on 
the  west  side.  These  faults  along  with  the  consolidated  rock 
layer  formations  form  the  boundary  of  the  groundwater  basin. 

The  major  geological  features  of  the  Salinas  Valley  are: 
the  Granite  Basement,  Monterey  Formation,  Purisma  Formation, 
Paso  Robles  Formation,  and  Quatemary/Recent  Alluvium  [Ref. 
2:pp.2-4] .  The  Granite  Basement  occurs  at  depths  from  100  to 
2,600  ft.  The  upper  100-200  ft.  of  the  grauiite  is  fractured 
euid  deteriorated.  Limited  quantities  of  water  are  believed  to 
be  availed>le  from  this  zone.  However,  this  is  not  considered 
a  vicdsle  groundwater  supply  due  to  the  low  yields,  great 
depth,  and  the  expense  required  to  extract  water  from  this 
zone.  This  formation  is  considered  to  be  the  base  for 
groundwater  exploration. 

The  Monterey  Formation  represents  the  bulk  of  the 
consolidated  marine  rocks  sitting  on  top  of  the  Granite 
Basement.  It  is  primarily  conqposed  of  massive  mudstones.  It 
also  contains  some  sauidstone  beds  close  to  its  base.  The 
sandstone  units  generally  yield  some  water,  but  the  mudstone 
beds  do  not.  The  sandstone  beds  in  the  Monterey  formation 
provide  most  of  the  oil  extracted  in  the  Scui  Ardo  oil  fields. 

The  Purisina  formation  consists  of  siltstones  euid 
sandstones.  It  is  not  considered  a  critical  source  of 
groundwater.  The  Paso  Robles  formation  is  a  conglomerate 
which  is  con^osed  primarily  of  fine  to  course  scmdstones. 
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mainly  of  fluvial  origin.  The  Quaternary  and  the  Recent 
Alluvium  formations  are  con^osed  of  sands  and  gravel.  They 
supply  most  of  the  groundwater  in  the  Salinas  Valley.  The 
geology  of  the  formation  is  very  complex,  with  rapid  changes 
in  soil  conposition  occurring  both  vertically  and  horizon¬ 
tally. 


D.  HTDROGBOLOGIC  CONDITXQHS 

The  Salinas  Valley  groundwater  basin  is  generally  con^osed 
of  three  major  water-bearing  strata  or  aquifers.  The  aquifers 
in  the  SV6B  are  broken  into  two  classes:  confined  and  uncon¬ 
fined.  These  aquifers  are  identified  by  their  elevation  below 
ground:  the  180  foot  aquifer,  the  400  foot  aquifer,  euid  the 
deep  aquifer.  There  is  limited  knowledge  and  data  about  the 
deep  aquifer  and  the  aquiclude  that  lies  between  the  400  foot 
aquifer  and  the  deep  aquifer. 

An  aquifer  is  basically  a  giant  bathtub  filled  with  water 
saturated  coarse  sand.  This  aquifer  is  constantly  being 
recharged  by  surface  water  and/or  rainwater  through  deep 
percolation.  The  hydrogeological  definition  of  an  aquifer  is 
a  saturated,  permecUsle,  geologic  unit  that  transmits 
significouit  quantities  of  water  under  ordinary  hydraulic 
gradients.  A  confined  aquifer  is  an  acjuifer  that  is  confined 
between  two  relatively  inpermeable  geologic  layers.  An 
unconfined  aquifer  is  an  aquifer  whose  upper  boundary  is  not 
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confined  by  an  In^erxneable  geologic  layer.  The  upper  boundary 
of  an  unconflned  aquifer  Is  the  water  ted}le. 

The  Salinas  Valley  aquifer  Is  recharged  principally  by  the 
Salinas  River  and  secondarily  by  rainfall  In  the  valley.  The 
Salinas  River  drains  the  surrounding  3,950  square  miles  of 
mountain*^  and  foothills.  The  river  Is  oibout  170  miles  long; 
the  low  93  miles  flow  through  the  floor  of  the  valley  on  Its 
north-western  journey  to  the  coast.  It  finally  discharges 
Into  the  Monterey  Bay  near  Castrovllle. 

All  Irrigation,  domestic,  municipal  and  Industrial  water 
requirements  In  this  basin  are  supplied  from  the  Salinas 
Valley  groundwater  basin,  except  for  some  limited  acreage  near 
Greenfield.  There  the  residents  receive  supplemental  water 
from  the  Arroyo  Seco  river  (a  tributary  of  the  Salinas  River)  . 

In  1946,  the  California  State  Department  of  Water 
Resources  subdivided  this  groundwater  basin  Into  four  Inter¬ 
connected  hydrological  regions  (See  Figure  2-2) .  The  first 
region  Is  the  called  the  Upper  Valley  Area.  It  Is  Identified 
as  the  southern  end  of  the  valley  and  has  a  gross  area  of 
85,000  acres.  The  major  urban  centers  within  this  area  are 
San  Ardo,  San  Lucas  and  King  City.  The  second  region  Is 
called  the  Forebay  Area.  It  extends  from  the  northern 
boxuidary  of  the  Upper  Valley  to  the  city  of  Gonzales.  It 
contains  approximately  77,000  acres  and  two  major  urban  areas: 
Greenfield  and  Soledad. 
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The  third  region  is  the  East -Side  Area.  It's  geographical 
boundaries  are  north  of  the  Forebay  Area,  three  miles  south  of 
city  of  Castroville  and  east  of  U.S.  Highway  101.  It 
contains  43,000  acres  and  two  major  urban  areais:  Santa  Rita 
and  the  eastern  suburbs  of  Salinas.  The  final  region  is  the 
Pressure  area.  The  area  lies  west  of  U.S.  Highway  101  and 
extends  north  from  the  Forebay  area  to  Monterey  Bay.  It 
contains  81,100  acres  and  five  major  urbeui  areas: 
Castroville,  Marina,  Salinas  except  for  the  eastern  suburbs, 
Chualar  and  Gonzales. 

E.  CURRENT  PROBLEMS  WITH  SALINAS  VALLEY  GROUNDWATER  BASIN 

The  Salinas  Valley  groundwater  basin's  current  problems 
can  be  grouped  into  three  categories:  decreasing  groundwater 
levels,  seawater  intrusion  euid  nitrate  contamination.  These 
three  problems  are  not  independent.  They  are  symptoms  of  a 
greater  problem:  the  overdrafting  of  the  groundwater  basin. 
Overdrafting  occurs  when  the  amount  of  groundwater  extracted 
is  greater  than  the  basin's  natural  cUoility  to  recharge 
itself.  This  is  not  an  isolated  problem  but  is  occurring 
throughout  the  Salinas  valley. 

1.  Lowering  of  Groundwater  Levels  (Overdrafting) 

Groundwater  levels  generally  will  decline  when 
extractions  (through  pumping)  exceed  the  water  inflow  or 
recharge  into  the  basin.  Numerous  locations  throughout  the 
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valley  are  e3q>erlenclng  significant  declines  in  their  ground- 
water  level.  Three  times  each  year  the  Monterey  County  Water 
Resource  Agency  (MCHRA)  measures  the  basin's  groundwater 
levels . 

Groundwater  levels  in  the  Forebay  and  Upper  Valley 
areas  have  remained  relatively  constant  for  the  last  sixty 
years,  except  for  the  drought  years  (1987-90)  .  These 
historical  trends  are  shown  in  Figure  2-6  [Ref.  2: Fig.  2-6]. 
The  groundwater  level  in  the  Forebay  area  has  actually  risen 
slightly  over  the  last  twenty  years.  The  Nacimiento  amd  Saui 
Antonio  reservoirs,  built  in  1957  auad  1965,  contribute 
significantly  to  the  sted>ility  of  water  levels  in  these  areas 
[Ref.  2:p.  2-6]  .  They  provide  controlled  releases  of  water 
which  increase  the  ability  of  the  Salinas  River  to  percolate 
water  to  the  basin  year  around.  Controlled  releases  also 
avoid  the  waste  that  would  occur  if  water  was  allowed  to  flow 
into  the  oceaui.  Without  these  reservoirs,  the  Salinas  River 
would  rise  above  its  optimum  flow  rate  for  percolation  during 
the  rainy  season,  and  water  would  be  wasted  to  the  ocean. 
During  the  late  spring,  summer  amd  early  fall  this  river  would 
be  a  dry  river  bed. 

The  Bast  side  and  the  Pressure  Area  have  experienced 
a  slight  drop  in  water  levels  during  the  past  50  years,  as 
shoum  in  Figure  2-7  [Ref.  2: Fig.  2-7] .  The  elevation  of  the 
water  table  in  the  East  Side  area  has  decreased  approximately 
85  feet  since  1930.  This  decrease  is  greater  than  that  of  any 
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Flgur*  2-6.  Historical  Groundwater  Levels  in  Forebay 
and  D^per  Valley 
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Figure  2 >7.  Blstorieel  Groundwater  Levels  in 
Preesure  and  Bast  Side 
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other  region  in  the  SVGB.  After  1965,  the  Pressure  Area's 
180- ft  aquifer  has  appeared  to  stabilize.  Well  owners  near 
the  coast  have  been  forced  to  eUoandon  their  wells  due  to 
seawater  intrusion.  These  wells  were  replaced  with  wells  that 
extract  groundwater  from  the  400  ft.  ac[uifer. 

Figure  2-8  [Ref.  2: Fig.  2-9]  shows  that  the  aquifer  as 
a  whole  has  experienced  a  rapid  decline  in  groundwater  level 
since  1984.  This  data  is  scmiewhat  skewed  for  the  180-ft.  and 
400-ft.  aquifers  near  the  coast.  Seawater  intrusion  has 
maintained  the  groundwater  level  by  supplementing  lost 
freshwater  with  salt  water. 

These  declines  in  groundwater  levels  result  when 
groundwater  pumping  activity  exceeds  the  natural  recharge 
rate.  This  is  illustrated  by  ccxiparing  the  historical  average 
total  recharge  with  the  historical  extraction,  using  the 
Montgomery  Watson  groundwater  model  (See  Table  2-7  [Ref. 
2:ToLble  2-6])  .  This  comparison  shows  that  the  Salinas  Valley 
groundwater  basin  has  been  overdrafted  by  37,000  acre- feet 
per  year.  Table  2-8  [Ref.  l:p.  24]  gives  the  estimated 
groundwater  basin  deficits  from  1987  to  1992. 

Overdrafting  affects  the  groundwater  basin  in  two 
ways.  First,  the  cost  of  extraction  increases  for  individual 
well  owners  as  the  groundwater  level  drops.  For  every 
vertical  foot  the  ground-water  level  drops,  costs  increase  an 
estimated  $0.10  per  ac-ft  of  water  extracted  [Ref.  3] . 
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Figure  2-8.  Aiuuzal  Average  Groundwater  Levels  in  the 

Salinas  Valleys  1945-1992  (Sources  NCNSA, 
1993) 
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TABLE  2-7.  SALINAS  VALLEY  AVERAGE  SEANATER 

INTRUSION  AND  WATER  BUDGET  SUMMARY 


HISTORICAL  AVERAGE  (1970-1992)  I 

(AF/YR)  1 

RECHARGE 

1 

PERCOLATION 

210,000  1 

RECHARGE 

244,000 

BOUNDARY  INFLOW* 

44,000 

TOTAL  RECHARGE 

498,000 

DISCHARGE 

PUMPING 

535,000 

DIFFERENCE 

(37,000) 

STORAGE  DECLINE 

20,000 

INTRUSION 

17,000 

♦NOTE:  Boundary  Inflow  =  Total  Boundary  Inflow  -  Seawater 
Intrusion 


TABLE  2-8.  ESTIMATED  GROUNDWATER  DEFICIT 
IN  THE  SVGBt  1987-1992 


Year 

Groundwater  Basin  Deficit 
(ac-ft) 

1991-1992 

150,000 

1990-1991 

150,000  1 

1  1989-1990 

300,000 

1  1988-1989 

50,000  1 

1  1987-1988 

50,000  1 

Furthermore,  no  one  has  put  a  social  cost  or  economic  value  on 
the  water  that  is  being  consumed  from  these  reserves.  By  the 
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year  2020,  urban  sector  demand  alone  is  e3q>ected  to  increase 
by  139.9%  over  the  1980  usage. 

2 .  Seawater  Intrusion 

The  second  problem  the  Salinas  Valley  groundwater 
basin  faces  is  seawater  (saltvrater)  intrusion  along  the  coast. 
The  current  rate  of  seawater  intrusion  is  17,000  acre-feet  per 
year.  Seawater  intrusion  is  caused  by  overdrafting  in  front 
of  the  seawater/ freshwater  interface  in  the  Pressure  Area. 
This  causes  the  freshwater  gradient  to  shift  from  its 
predominately  westerly  location  to  a  more  easterly  location. 
This  reversal  has  accelerated  seawater  intrusion  into  the  180 
ft  and  400  ft  aquifers  in  the  Pressure  Area  [Ref  l:p.  31]  . 
Seawater  intrusion  is  advauicing  at  a  rate  that  affects  575 
surface  acres  per  year  aJDove  the  180- ft  aquifer.  Boyle 
Engineering  estimates  that  the  seawater  interface  is  moving 
inland  at  an  annual  average  rate  of  800  ft  per  year.  [Ref.  1 
:p.  32]  For  the  period  1970  to  1992,  the  Montgcxnery  Watson 
Model  report  estimates  that  the  average  annual  seawater 
intrusion  rate  into  the  Valley  was  16,700  acre- feet;  11,300 
acre-feet  in  the  l80-ft  aquifer,  4,600  acre-feet  in  the  400- 
foot  aquifer,  and  800  acre-feet  in  the  deep  aquifer.  Figure 
2-9  [Ref.  2: Fig.  5-14]  shows  the  historical  eumual  average 
seawater  intrusion  for  each  aquifer  from  1970  to  1992. 
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Figure  2-9.  Historical  Annual  Average  Seawater  Intrusion 
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YEAR 


Seawater  intrusion  is  slowly  degrading  the  basin's 
groundwater  quality.  Seawater  has  a  normal  chloride  concen¬ 
tration  of  500mg  per  liter.  When  seawater  mixes  with  ground- 
water,  it  slowly  contaminants  the  aquifer  with  chloride.  If 
the  chloride  concentration  goes  above  250  mg  per  liter,  the 
water  is  no  longer  recommended  for  use  as  drinking  water.  If 
the  chloride  concentration  goes  above  350mg  per  liter,  it  is 
no  longer  fit  for  crop  irrigation.  Such  water  will  damage  the 
crops  and  reduce  yields. 

"In  1992,  the  MCWRA  has  measured  chloride  concentra¬ 
tions  exceeding  500mg  per  liter  in  water  from  wells  within 
three  miles  of  the  Salinas  City  limits"  [Ref  l:p.  32] .  The 
location  of  the  seawater  intrusion  front  poses  an  imminent 
threat  to  the  municipal  water  supply  for  the  City  of  Salinas. 
This  has  the  potential  to  devastate  the  local  economy.  It  may 
require  the  City  to  in5)ort  fresh  water  from  outlying  areas, 
which  is  a  very  expensive  solution  to  the  problem  of  seawater 
intrusion. 

3 .  Nitrate  Contamination 

The  third  problem  in  the  groundwater  basin  is  nitrate 
conteunination.  Nitrate  conteunination  has  had  a  significant 
effect  on  groundwater  quality  since  the  mid- 1940' s.  This 
contamination  corresponds  to  the  introduction  of  inorganic 
nitrogen  based  fertilizers.  These  fertilizers  have  become 
heavily  used  in  the  Salinas  Valley.  It  is  believed  that 
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nitrogen  based  fertilizer  is  the  primary  source  of  the  nitrate 
contcunination  in  the  groundwater  basin.  The  fertilizer's 
nitrogen  migrates  into  the  aquifer  when  irrigation  water  is 
over- applied.  Other  possible  sources  of  nitrate  contamination 
are:  confined  animal  producing  operations,  individual  septic 
tank  waste  disposal  systems,  and  municipal  and  industrial  run¬ 
off  [Ref.  l:p.  37] . 

As  of  1987,  nitrate  contamination  has  been  found  in 
the  400- ft  aquifer.  The  MCWRA  believes  this  is  due  to 
isolated  point  sources.  The  risk  of  further  degradation  from 
contcuninated  recharge  sources  is  rising.  Increasing  nitrate 
concentrations  have  been  found  in  the  Upper  Valley  and  Forebay 
areas  in  the  180- ft  aquifer.  In  1987,  the  mean  nitrate 
concentration  levels  for  the  180- ft  aquifer  in  this  region 
exceeded  California's  maximum  contamination  level  (MCL) 
fornitrate  in  drinking  water.  (The  current  California  MCL  for 
nitrate  is  45  mg  per  liter.)  Also  in  1987,  forty-eight 
percent  of  all  wells  monitored  by  MCWRA  in  the  unconfined 
hydrogeologic  regions  (Upper  Valley  and  Forebay  area)  exceeded 
90  mg  per  liter.  This  is  twice  the  MCL  for  nitrate.  In  1991, 
water  from  the  180- ft  aquifer  in  the  East  Side  and  the  Upper 
Valley  areas  also  exceeded  the  MCL  for  nitrate.  Table  2-9 
[Ref.  l:p.  37]  shows  the  mean  nitrate  concentrations  and  the 
percentage  of  wells  that  exceeded  the  California's  MCL.  These 
wells  are  monitored  by  MCWRA  in  the  180- ft  aquifer. 
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TABLE  2-9. 


MEAN  NITRATE  CQNCENTRATZONS  AND 
THE  PERCEETAOE  OF  NELLS  THAT 
EXCEEDED  CALIFORNIA'S  MCL 


1987 

Mean 

®g/L 

No.  of  Nells 

Percentage  of  Nells 
Exceeding  45  ag/L 

Pressure 

35.8 

92 

18 

East  Side 

90.9 

49 

53 

Forebay 

49.6 

42 

38 

Upper  Valley 

55.1 

27 

59 

1991 

Pressure 

30.5 

72 

13 

East  Side 

57.5 

57 

46 

Forebay 

40.8 

57 

35 

Upper  Valley 

^3^^ 

22 

68 

In  order  to  prevent  these  problems  from  worsening,  it 
is  crucial  that  local  authorities  restore  the  groundwater 
balance  in  the  Salinas  Valley  ground  water  basin.  This  can  be 
accomplished  by  providing  new  sources  of  fresh  water,  reducing 
the  amount  of  water  extracted,  or  a  combination  of  both.  The 
agency  responsible  for  developing  and  in^lementing  a  plan  to 
restore  balance  in  the  groundwater  basin  is  the  Monterey 
County  Water  Resource  Agency  (MCWRA) . 

F.  MCNRA  MISSION  AND  AUTHORITY 

The  MCWRA' s  basic  mission  is  to  manage  and  protect  the 
Salinas  Valley  Ground  Water  Basin.  This  organization. 
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originally  the  Salinas  Valley  Flood  Control  and  Water 
Conservation  District,  was  transformed  into  the  Monterey 
County  Water  Resources  Agency  when  the  State  of  California 
passed  the  Monterey  County  Water  Resources  Agency  Act  in  1990 . 
This  act  broadly  defines  the  agency's  mission  and  powers.  The 
MCWRA  has  delineated  from  this  broad  mission  statement  a  list 
of  goals,  objectives  and  policies  for  the  SV6B  which  are 
published  in  the  Monterey  County  General  Plan. 

The  MCWRA' s  mission  as  defined  by  the  Monterey  County 

Water  Resources  Agency  Act  is: 

...to  manage  the  groundwater  in  the  Salinas  Valley 
Groundwater  Basin,  and,  in  connection  with  such  ground- 
water  management  activities,  to  conserve  water  in  any 
manner,  to  prevent  the  waste  or  diminution  of  the  water 
supply  within  the  territory  of  the  agency,  and  to  prevent 
groundwater  extractions  which  are  determined  to  be  harmful 
to  the  groundwater  basin.  The  agency  may  further  adopt, by 
ordinance,  reasoned)le  procedures,  rules,  and  regulations 
to  inclement  the  Act,  and  may  specify  in  any  ordinance 
that  a  violation  of  the  ordinemce  is  an  infraction. 

[Ref.  MCWRA  Ordinance  No.  3717,  Sect.  1.01.00  -  Authority] 


The  MCWRA' s  mission  is  further  explained  by  their 
published  goals,  objectives  and  policies,  which  are  enximerated 
below: 


1 .  Water  Resources 

5  GOAL:  To  conserve  and  enhance  the  water  supplies 

in  the  county  emd  adecjuately  plan  for  the 
development  and  protection  of  these 
resources  euid  their  related  resources  for 
future  generations. 

5.1  OBJECTIVE :  Protect  and  preserve  watersheds  amd 

recharge  areas,  particularly  those 
critical  for  the  replenishment  of 
reservoirs  and  aquifers. 


43 


5.1.2  POLICY ;  Land  use  and  development  shall  be  accom¬ 
plished  in  a  manner  to  minimize  runoff 
and  maintain  groundwater  recharge  in 
vital  water  resource  areas. 

6  GOAL:  To  promote  adequate,  replenishable  water 

supplies  of  suitable  quality  to  meet  the 
County's  various  needs. 

6.1  OBJECTIVE  I  Eliminate  long-term  groundwater  over¬ 

drafting  in  the  County  as  soon  as 
practiceJsly  possible. 

6.1.1  POLICIES :  Increased  uses  of  groundwater  shall  be 

carefully  managed,  especially  in  areas 
known  to  have  groundwater  overdrafting. 

6.1.2  Water  conservation  measures  for  all  types 

of  land  uses  shall  be  encouraged. 

6.2  OBJECTIVE i  Explore  and  inqplement  measures  to  supply 

additional  water  to  critically  deficient 
areas . 

6.2.1  POLICY I  The  County  shall  pursue  development  of 

suitable  water  supplies  in  keeping  with 
broad  conservation  goals. 

2.  Water  C2uallty 

21  GOAL:  To  ensure  that  the  County's  water  quality 

is  protected  and  enhcuiced  to  meet  all 
beneficial  uses,  including  domestic, 
agricultural,  industrial,  recreational, 
and  ecological. 

21.1  OBJECTIVE :  Protect  euid  exihance  surface  and  groimd- 

water  quality  by  inclement ing  current 
adopted  water  quality  programs  and  by 
continuing  to  evaluate  new  problems: 
develop  new  progreuns  in  accordance  with 
the  following  policies  by  1984. 

21.1.1  POLICIES :  The  County  shall  estsUslish  growth 

policies  which  are  integrated  with  the 
natural  limitations  of  the  County's 
surface  and  groundwater  bodies  to  sustain 
acceptcQsle  quality. 
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21.1.2  The  County  shall  assume  an  active  role  in 

initiating  and  supporting  beneficial 
water  prograuns  that  affect  the  County. 

21.1.10  The  County  shall  inclement  a  programn  to 

prevent  further  seawater  intrusion  by 
developing  a  supplemental  source  of  water 
for  the  North  County.  This  may  include 
water  importation,  water  conservation, 
and  waste  water  reclamation. 

21.2  OBJECTIVE :  Enhance  the  (juality  of  water  in  the 

County  by  regulating  the  type,  location, 
and  intensity  of  land  use,  and  grading 
operations. 

3 .  Water  Service 

53  GOAL:  To  promote  adequate  water  service  for  all 

County  needs. 

53.1  OBJECTIVE :  Achieve  a  sustained  level  of  adequate 

water  services. 

53.1.1  POLICIES  I  The  County  shall  encourage  coordination 

between  those  public  water  service 
providers  drawing  from  a  common  water 
tadjle  to  assure  that  the  water  tcUdle  is 
not  overdrawn. 

53.1.2  The  County  shall,  through  the  MCWRA  and 

other  appropriate  agencies,  assure 
adequate  monitoring  of  wells  in  those 
areas  experiencing  rapid  residential 
growth . 

53.1.3  The  County  shall  not  allow  water 

consuming  development  in  areas  which  do 
not  have  proven  adequate  water  supplies. 

53.1.4  New  development  shall  be  required  to 

connect  to  existing  water  services 
providers  which  are  public  utilities, 
where  feasible. 

53.1.5  Proliferation  of  wells,  serving  residen¬ 
tial,  commercial,  and  industrial  uses, 
into  common  water  tcd>les  shall  be  dis¬ 
couraged. 
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In  order  to  accoo^lish  this  mission,  the  State  of 
California  recognizes  that  the  MCWRA  must  have  cooqplete 
authority  over  the  groundwater  as  well  as  the  ability  to  raise 
funds  to  finance  its  operation.  The  State  of  California  has 
established  this  authority  through  its  constitution  and  public 
laws  euid  acts  giving  the  MCWRA  legal  authority  to  control  all 
freshwater  within  the  Salinas  Valley  auid  to  raise  funds 
through  surcharges  and/or  fines  on  ordinance  violations. 

The  following  are  California  laws  and  acts  which  are 
pertinent  to  the  MCWRA' s  eUsility  to  allocate  water:  they  are 
presented  to  feuniliarize  the  reader  with  the  MCWRA' s  current 
legal  authority. 

California  Constitution,  Article  Z,  Section  5.  -  Conserva¬ 
tion  of  water  resources!  restriction  on  riparian  rights. 

It  is  hereby  declared  that  because  of  the  conditions 
prevailing  in  this  State  the  general  welfare  requires  that 
the  water  resources  of  the  State  be  put  to  beneficial  use 
to  the  fullest  extent  of  which  they  are  capable,  auid  that 
the  waste,  unreasonable  use,  or  unreasoncUsle  method  of  use 
of  water  be  prevented  and  that  the  conservation  of  such 
waters  is  to  be  exercised  with  a  view  to  reasonable  auid 
beneficial  use  thereof  in  section  shall  be  self -executing, 
emd  the  Legislature  may  also  enact  laws  in  the  furtheremce 
of  policy  in  this  section  contained. 

California  Constitution,  Article  Z,  Section  5.  -  Public 
Use I  State  Regulation  and  Control. 

The  use  of  all  water  now  appropriated,  or  that  may 
hereafter  be  appropriated,  for  sale,  rental,  or  distribu¬ 
tion,  is  hereby  declared  to  be  a  public  use,  and  sxibject 
to  the  regulation  and  control  of  the  State,  in  the  manner 
to  be  prescribed  by  law. 

California  Water  Code,  Section  100.  -  Beneficial  Use  of 

Water. 
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It  is  hereby  declared  that  because  of  the  conditions 
prevailing  in  the  State  the  general  welfare  requires  that 
the  water  resources  of  the  State  be  put  to  beneficial  use 
to  the  fullest  extent  of  which  they  are  capable,  and  that 
the  waste  or  unreasonable  use  or  unreasonable  method  of 
use  of  water  be  prevented,  and  that  the  conservation  of 
such  water  is  to  be  exercised  with  a  view  to  the  reason¬ 
able  and  beneficial  use  thereof  in  the  interest  of  the 
people  and  for  the  public  welfare... 

California  Water  Code,  Section  100.5  -  Conformity  with 
Local  Custom;  factor  in  determining  reasonableness  of  the 
use,  method  of  use,  or  sMthod  of  diversion  of  water. 

It  is  hereby  declared  to  be  the  established  policy  of  this 
State  that  conformity  of  a  use,  method  of  use,  or  method 
of  diversion  of  water  with  local  custom  shall  not  be 
solely  determinative  of  its  reasoncUoleness ,  but  shall  be 
considered  as  one  factor  to  be  weighed  in  the  determina¬ 
tion  of  the  reasonaibleness  of  the  use,  or  method  of 
diversion  of  water,  within  the  meaning  of  Section  2  of 
Article  X  of  the  California  Constitution. 

California  Water  Code,  Section  102.  -  State  Ownership  of 
Water; 

Right  to  Use. 

All  water  within  the  State  is  the  property  of  the  people 
of  the  State,  but  the  right  to  use  the  water  may  be 
acquired  by  appropriation  in  the  manner  provided  by  law. 

California  Water  Code,  Section  104.  -  State  Use  and 
Control  of  Water. 

It  is  hereby  declared  that  the  people  of  the  State  have  a 
paramount  interest  in  the  use  of  all  the  water  of  the 
State  and  that  the  State  shall  determine  what  water  of  the 
State,  surface  and  underground,  can  be  converted  to  public 
use  or  controlled  for  public  protection. 

California  Water  Code,  Section  105.  -  Development  for 
Public  Benefit. 

It  is  hereby  declared  that  the  protection  of  the  public 
interest  in  the  development  of  the  water  resources  of  the 
State  is  of  vital  concern  to  the  people  of  the  State  and 
that  the  State  shall  determine  in  what  way  the  water  of 
the  State,  both  surface  and  undergroiind,  should  be 
developed  for  the  greatest  public  benefit. 
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California  Watar  Coda,  Saetlon  106.  -  Hlghaat  Usa  of 

Watari  Dooms tic i  Irrigation. 

It  is  hereby  declared  to  be  the  esteUQllshed  policy  of  this 
State  that  the  use  of  water  for  domestic  purposes  is  the 
highest  use  of  water  and  that  the  next  highest  use  is  for 
irrigation. 

California  Watar  Coda,  Saction  106.5.  -  Municipal  Watar 
Rights . 

It  is  hereby  declared  to  be  the  estcUDlished  policy  of  this 
State  that  the  right  of  a  municipality  to  acquire  and  hold 
rights  to  the  use  of  water  should  be  protected  to  the 
fullest  extent  necessary  for  existing  and  future  uses,  but 
that  no  municipality  shall  acquire  or  hold  any  right  to 
waste  waster,  or  to  use  %#ater  for  other  than  municipal 
purposes,  or  to  prevent  the  appropriation  auid  application 
of  water  in  excess  of  its  reasonable  and  existing  munici¬ 
pality  to  apply  such  water  to  municipal  uses  and  when 
necessity  therefore  exists. 

California  Water  Code,  Section  109.  -  Efficient  Use  of 
Water}  Bncourageaent  of  Voluntary  Transfer  of  Water  and 
Water  rights. 

a.  The  legislature  hereby  finds  auid  declares  that  the 
growing  water  needs  of  the  State  require  that  use  of 
water  in  eui  efficient  mcuiner  and  the  efficient  use  of 
water  requires  certainty  in  the  definition  of  property 
rights  to  the  use  of  water  and  transferability  of  such 
rights.  It  is  hereby  declared  to  be  the  estsUDlished 
policy  of  this  State  to  facilitate  the  voluntary 
treuisfer  of  water  and  water  rights  where  consistent 
with  the  public  welfare  of  the  place  of  esqport  and 
the  place  of  import. 

b.  The  Legislature  hereby  directs  the  Department  of  Water 
Resources,  the  State  Water  Resources  Control  Board, 
and  all  other  appropriate  state  agencies  to  encourage 
voluntary  transfers  of  water  and  water  rights, 
including,  but  not  limited  to,  providing  technical 
assistance  to  persons  to  identify  and  implement  water 
conservation  measures  which  will  make  additional  water 
available  for  transfer. 
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6.  STEPS  TAKSM  TO  RBSTOSB  THE  WATER  BALRHCE 


Following  their  published  goals  and  objectives,  the  MCWRA 
intends  to  restore  the  Salinas  Valley  groundwater  basin 
through  a  program  incorporating  development  and  construction 
to  establish  new  water  sources  and  water  demand  management. 
Any  new  water  supply  project  will  have  to  overcome  environ¬ 
mental,  economic,  technical,  social  and  political  hurdles 
before  actual  design  work  can  be  started.  Under  the  current 
approval  process  for  developing  a  new  water  source,  the  most 
difficult  approvals  to  obtain  are  from  the  Federal  Environ¬ 
mental  Protection  Agency,  Federal  Fish  &  Wildlife  Agency  and 
State  of  California's  Environmental  office. 

The  National  Environmental  Policy  Act  (NEPA)  and  the 
California  Environmental  Quality  Act  (CEQA)  require  any  new 
water  supply  construction  project  to  con^ly  with  both  acts. 
Under  these  acts,  the  project  must  demonstrate  that  it  has  no 
significant  adverse  impact  or  cumulative  negative  effect  on 
the  environment.  The  project's  sponsors  must  document  their 
resource  use  and  mitigate  any  environmental  impacts  associated 
with  the  project.  The  sponsors  must  also  document  that  all 
effective  water  conservation  measures  are  currently  in  place, 
and  that  water  demand  still  exceeds  the  current  fresh  water 
supplies.  Thus,  the  MCWRA  must  establish  a  viable  water 
conservation  program  before  developing  new  water  sources.  An 
essential  component  of  any  water  conservation  plan  is  a  water 
allocation  program. 
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MCWRA,  through  its  "Basin  Mounagement  Plan  (BMP)  is 
currently  determining  the  moat  econcxnically  viable  way  to 
develop  new  water  sources  amd  increase  water  storage 
efficiency  in  the  groundwater  basin.  Capital  cost  estimates 
for  the  proposed  projects  range  fron  $173.7  million  to  $327.5 
million.  These  projects  have  estimated  operating  amd 
maintenance  costs  ranging  from  $1.8  million  to  $5.2  million 
per  year  [Ref.  lOiTaJsle  5]  .  It  will  take  a  great  deal  of  time 
for  the  political  process  to  develop  a  consensus  on  environ¬ 
mental  mitigation,  cost  sharing,  technical  feasibilities,  and 
social  and  political  issues  for  these  projects. 

Because  of  the  time  required  to  develop  water  supply 
projects,  a  water  demauid  management  program  (alias  the 
regulatory  control  system)  appears  to  have  become  the  critical 
element  for  reducing  the  near  term  imbalance  in  groundwater 
consiui^tion.  Water  demand  management  will  be  necessary  as 
long  as  water  demand  exceeds  the  recharge. 

A  water  demand  mcuiagement  progreun  coui  vary  from  voluntary 
educational  programs  to  direct  intervention  through  rationing 
and  strict  governmental  control.  The  MCWRA  has  chosen  both  a 
volxintary  educational  program  emd  strict  government  controls. 
The  controls  impose  upper  punqping  limits  for  the  farm 
community  and  ested>lish  baseline  reductions  for  the  urban 
sectors . 
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At  this  time,  the  MCWRA  has  several  voluntary  educational 
prograuns  to  promote  water  conservation  methods /prograuns  auid 
improve  irrigation  efficiency: 

1.  The  Mobile  Irrigation  Lad^oratory  program  by  MCWRA  does 
free  evaluations  for  local  farmers  and  recommends  how  to 
improve  their  irrigation  system's  efficiency.  This 
program  was  developed  in  1990  as  a  cooperative,  cost 
sharing  prograun  with  the  California  Department  of  Water 
Resources.  Since  its  development,  the  mobile  lad> 
prograun  has  conducted  more  than  100  evaluations  in  the 
Salinas  Valley. 

2.  The  California  Irrigation  Management  Information  System 
(CIMIS)  is  an  integrated  network  of  coit^uterized  weather 
stations  located  throughout  California.  This  system 
estimates  crop  water  requirements  based  on  crop  type  amd 
real  time  weather  data.  This  prograun  helps  Salinas 
Valley  farmers  determine  irrigation  schedules  amd  water 
budgets.  This  prograun  is  also  co-f\inded  by  the 
California  Department  of  Water  Resources  and  MCWRA. 

3 .  The  Water  Awareness  Committee  of  Monterey  County  (WAC) 
provides  a  forum  to  inform  community  and  industry 
leaders  ad>out  water  related  issues  and  educational 
prograuns.  It  also  provides  MCWRA  with  critical  feedback 
from  industry  and  the  community. 

The  second  part  of  the  MCWRA' s  water  demand  management 
prograun  appears  to  have  been  estad)lished  through  several 
ordinances  allowing  the  agency  to  monitor,  control  and  set 
upper  pumping  limits  for  all  commercial,  industrial,  agricul¬ 
tural  and  municipal  wells  in  the  Salinas  Valley.  These 
ordinances  were  passed  during  a  period  of  three  years  and  are 
presented  in  chronological  order  from  oldest  to  newest. 

On  October  17,  1989,  MCWRA  Ordinance  No.  3428  required 
registering  and  documenting  water  use  for: 

1.  Water  distribution  systems  with  50  or  more  service 
connections; 
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2 .  Industrial  euid  conmercial  operations  with  water  demand 
greater  than  or  equal  to  5  acre  feet  per  year. 

On  March  5,  1991,  MCWRA  Ordinance  No.  3523  required  all 
agricultural  water  users  in  the  Salinas  Valley  to  file  water 
conservation  plans  with  a  target  reduction  of  20  percent. 
Although  filing  the  conservation  plan  is  mandatory,  the  actual 
water  conservation  practices  used  are  discretionary  as  long  as 
the  farmer  achieves  his  reduction  target.  These  conservation 
plans  are  required  to  include  the  following: 

1.  The  location  of  the  areas  under  cultivation  and  their 
acreage,  with  maps  showing  cultivated  areas  auid  all 
agricultural  wells. 

2.  A  signed  and  dated  copy  of  the  water  conservation  plan. 

3 .  A  schedule  showing  when  during  the  year  each  chosen 
water  conservation  practice  would  be  implemented. 

4.  The  entire  conservation  plan  had  to  be  fully  in^lemented 
by  1993. 

On  April  30,  1991,  MCWRA  Ordinance  No.  3539  estcUblished 
regulations  on  water  devices  and  uses  such  as: 

1.  Indoor  and  outdoor  plumbing  systems; 

2.  Decorative  fountains; 

3.  Hashing  of  automobiles  or  exterior  surfaces; 

4 .  Lands caping ; 

5.  Water  waste  cuid  indiscriminate,  non-benef icial  uses. 

On  February  2,  1993,  MCWRA  Ordinance  No.  3663  affected  all 

wells  in  Zone  2,  2A  and  2B  (i.e.,  the  Pressure  area  where 
overdrafting  is  currently  the  greatest) .  It  required  wells 
having  a  discharge  pipe  with  an  inside  diauneter  of  three 
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inches  or  greater  to  install  flowmeters  and  annually  report 
pumping  activity,  water  distribution  and  use.  This  ordinance 
gives  MCWRA  the  ability  to  monitor  and  enforce  MCWRA  Ordinance 
No.  3523  and  provides  the  potential  to  regulate  punning 
activities  and  charge  a  surcharge  to  create  economic  incen¬ 
tives  to  reduce  water  consumption.  This  ordinance  also 
provides  critical  consumption  data  needed  to  develop  a  water 
demand  management  program. 

On  July  27,  1993,  MCWRA  Ordinance  No.  3696  required  all 
wells  in  subareas  P-1,  P-2,  and  E-1  (i.e.,  the  East  Side  Area) 
to  comply  with  the  same  requirements  as  the  wells  in  MCWRA 
Zones  2,  2A  and  2B. 

On  October  5,  1993,  MCWRA  enacted  three  major  ordinances; 

Ordinance  Ko.  371”  changed  the  required  compliance  date 
for  MCWRA  Ordinance  No.  3663  and  No.  3696  to  November  1, 
1993  for  zones  2,  2A  and  2B,  and  February  15,  1994  for 
zones  P-1,  P-2,  and  E-1. 

Ordinance  No.  3735  revised  MCWRA  Ordinance  No.  3720 
effective  on  December  14,  1993.  Ordinance  No.  3720 
established  upper  limits  for  piunping  water  from  wells  for 
agricultural  irrigation  in  zone  2,  2A  and  2B.  It  also 
estcdslished  increasing  penalties  for  violations  of  the 
ordinance.  Penalties  are  based  on  an  "increasing  block 
rate  structure"  also  known  as  a  "Tier  Penalty  Rate 
Structure . "  This  structure  increases  the  amount  of 
penalty  in  incremental  steps  or  tiers  based  on  how  much  is 
punned  over  the  established  limit.  The  revision  to 
Ordinance  No.  3735  was  enacted  to  increase  the  upper  limit 
for  certain  type  of  crops. 

Ordinance  No.  3742  estcd^lished  charges  for  agricultural 
water  from  the  Salinas  Valley  groundwater  basin  in  zones 
2,  2A  and  2B,  based  on  the  quantity  of  water  punned.  The 
Charges  are  incremental,  increasing  as  the  quantity  of 
water  pumped  increases  cd50ve  the  upper  punping  limit.  The 
revenue  collected  from  this  surcharge  can  only  be  used  to 
develop  and  construct  new  water  supplies  to  serve  the 
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increasing  demands  for  water  in  the  basin.  This  surcharge 
is  also  based  on  an  "increasing  block  rate  structure." 

This  water  tax  strategy  is  used  to  encourage  water 
conservation. 

On  January  18,  1994,  MCWRA  Ordinance  No.  3744  allowed 
MCWRA  to  control  urban  water  consumption.  The  ordinance 
requires  all  urban  water  purveyors  to  submit  urban  water 
allocation  and  conservation  plans  for  the  territory  within 
their  jurisdiction.  Suppliers  are  also  required  to  reduce 
groundwater  pumping  by  15%  per  capita  below  the  usage  level  in 
1987  (last  pre-drought  year)  ,  or  with  a  suitadDle  alternative 
reduction  approved  by  the  Agency. 

A  variety  of  tax.  structures  recognize  that  as  the  marginal 
cost  of  water  increases  (with  the  tax) ,  demand  will  decrease. 
The  tax  structure  must  simply  increase  water  prices  as  water 
consumption  increases.  There  are  three  basic  ways  to  accomp¬ 
lish  this.  One  is  a  tier  tax  structure,  as  enacted  by  MCWRA. 
This  structure  reduces  average  and  sometimes  peak  water 
consumption  use. 

The  second  tcuc  scheme  is  known  as  the  "lifeline  tax. 
structure"  or  "two  tier  tax  structure."  This  structure 
ensures  affordable  water  prices  for  necessary,  minimum 
consumption.  Water  use  in  excess  of  the  minimum  requirements 
is  taxed  at  a  significantly  higher  rate.  A  "lifeline  tax 
structure"  reduces  average  water  use  [Ref.  l:p.  75] . 

The  last  structure  is  known  as  the  "Scarcity  Tcuc 
Structure."  This  structure  is  used  when  supplies  are 
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diminishing.  It  passes  the  costs  for  developing  new  water 
supplies  to  current  users.  This  structure  uses  a  positive 
linear  increase  in  price  as  supplies  are  depleted.  Scarcity 
tax  structures  reduce  average  water  use  and  discourage  new 
service  connections  in  water  shortage  areas  or  where  water 
distribution  systems  are  rapidly  expamded  [Ref.  l:p.  75] . 

The  Scarcity  Tcix  Structure  will  reduce  groundwater  punning 
in  all  areas  of  the  Salinas  Valley  groundwater  basin.  In 
turn,  this  will  help  bring  the  groundwater  balance  back  into 
equilibrium,  assuring  a  reliable  groundwater  source  for  the 
future.  The  tier  tax  rate  structure  will  also  provide  the 
economic  incentive  for  well  owners  to  increase  water  use 
efficiency  and  reduce  over- irrigation  through  cost  awareness. 
This,  in  turn,  reduces  nitrate  contamination  caused  by 
nitrogen  based  fertilizer. 

The  chronological  development  of  the  preceding  ordinances 
indicates  the  framework  of  MCWRA's  most  likely  future  alloca¬ 
tion  plan.  It  is  likely  to  be  based  on  demand  management  and 
will  incorporate  two  methods  of  controlling  water  allocation; 
meocimum  consumption  and  taxation. 

The  maximum  consumption  approach  limits  the  amount  of 
groundwater  that  certain  sectors  of  society  can  extract.  This 
approach  is  consistent  with  MCWRA  Ordinances  No.  3744  and 
3720.  These  planning  limits  will  likely  be  estcd}lished  at  a 
level  that  balances  total  annual  groundwater  extraction  and 
annual  recharge  volumes  for  the  groundwater  basin. 
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Continuing  teucation  with  upper  piunping  limits  provides  the 
agency  a  new  revenue  stream  with  which  to  finamce  new  water 
sources  and  operate  the  allocation  prograun.  The  tax  approach 
also  encourages  increased  water  efficiency  and  reduces  water 
use  through  economic  incentives;  the  upper  punqping  limits 
assures  the  groundwater  cycle  is  always  is  balanced.  The 
combined  effect  will  slowly  restore  tl  s  Valley  aquifer 
to  its  natural  groundwater  storage  capacity.  This  ed)ility  to 
tcoc  was  established  by  MCWRA  Ordinance  No.  3742. 

In  Chapter  V,  this  inferred  water  demand  maxiagement 
allocation  plan  will  be  con^ared  to  a  proposed  privatization 
allocation  plan  designed  for  the  Salinas  Valley  groundwater 
basin.  The  con^arison  will  indicate  which  program  would  be 
more  economically  efficient  at  reducing  water  use  for  a  small 
sample  of  representatives  from  the  industrial,  urban  and 
agricultural  sectors  of  Salinas  Valley.  The  following  chapter 
will  review  literature  on  natural  resource  allocation  and 
explore  the  advantages  and  disadvantages  of  the  various 
methods  of  allocating  natural  resources. 
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III.  BACKGROOHD  ON  TBSXB  MBTHODS 
ALLOCJlTZNa  ORODHZmiLTBR 


OP 


"What  is  common  to  many  is  tcUcen  least  care  of,  for  all 
men  have  greacer  regard  for  what  is  their  oum  than  for 
what  they  possess  in  common  with  others . ”  Aristotle 

Throughout  the  country,  local  municipalities  have  been 
increasing  their  interest  in  using  econconic  incentives  through 
privatization  to  efficiently  use  or  conserve  their  public 
goods/natural  resources.  Privatization  is  the  process  of 
taking  an  "Open  Access  Resource”  (classification  of  public 
good  or  natural  resource) ,  breaking  it  down  into  definable 
parcels  or  units  and  transferring  or  selling  these  property 
units  to  private  or  public  organizations.  Each  private  or 
pxiblic  organization  will  have  the  right  to  use,  control  and 
obtain  benefit  from  this  resource  as  well  as  the  ability  to 
transfer  these  rights  to  another  party.  Privatization  has 
four  basic  behavioral  in^lications  that  occur  once  private 
ownership  and  transfercd>ility  have  been  estcd^lished: 

1.  Private  owners  can  gain  by  enploying  this  resource  in 
ways  that  are  beneficial  to  others,  or  can  bear  the 
opportunity  costs  of  ignoring  these  economic  opportun¬ 
ities. 

2.  Owners  have  strong  incentives  to  properly  care  for  and 
maintain  this  resource  in  order  to  preserve  its  value. 

3 .  Owners  have  strong  economic  motives  to  conserve  for  the 
future  when  the  resource  is  expected  to  increase  suffi¬ 
ciently  in  value. 

4.  Accountability  is  established  for  the  damage  done  to 
others  by  the  owner  misusing  his  resource. 
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The  key  element  of  privatization  is  transferring  property 
rights  to  ensure  that  individuals  will  consider  the  oppor¬ 
tunity  costs  of  their  actions.  For  exanple: 

As  long  as  individuals  are  free  to  buy  and  sell  trater 
rights,  market  prices  will  emerge,  meUcing  owners  avrare  of 
the  cost  of  wasting  water.  If  rights  are  not  transfer- 
cUale,  however,  the  fact  that  water  has  more  valuable 
alternative  uses  will  make  little  difference;  the  owner 
will  not  be  able  to  sell  the  rights  euid  capitalize  on 
these  higher  valued  uses.  [Ref.  11 :p.  227] 

The  two  areas  receiving  the  most  academic  attention  are 
tradesdsle  water  rights  euid  air  pollution  discharge  permits. 
Working  theories  in  these  markets  provide  the  fundcunental 
foundation  for  studying  the  privatized  transferable  water 
rights  in  the  Salinas  Valley  groundwater  basin.  Two 
fundamental  principles  are  required  to  obtain  allocation 
efficiency  through  privatization:  definable  and  enforceable 
property  rights,  and  the  ability  to  trade  these  rights. 


A.  PR0PBRT7  RIGHTS 

The  first  principle  of  definable  and  enforcecd>le  property 
rights  is  that  the  individual  will  teUce  into  accoiint  the 
opportunity  costs  of  his  actions.  As  long  as  individuals  are 
free  to  buy  and  sell  water  rights,  market  prices  will  emerge, 
making  the  owners  intensely  aware  of  the  economic  costs  of 
their  actions. 

Definable  and  enforceable  property  rights  are  a  prerequi¬ 
site  for  economic  efficiency.  Under  the  principle  of  econonic 
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efficiency,  a  transaction  is  desircUsle  if  it  generates 
benefits  in  excess  of  both  the  private  costs  borne  by  the 
consenting  parties  as  well  as  the  external  cost  inposed  on 
nonconsenting  secondary  parties.  Externalities  occur  when  a 
transaction  takes  place  between  two  parties  and  the  trans¬ 
action  or  market  price  does  not  reflect  the  true  benefit  emd 
costs  to  the  two  parties  and  society.  This  externality  cam 
have  two  effects:  external  benefit  or  external  cost. 
External  benefits  occur  when  the  transaction  has  a  beneficial 
effect  on  the  welfare  of  a  nonpaying  second  party  or  society. 
External  costs  result  when  the  transaction  harms  a  nonpaying 
second  party  or  society. 

If  property  rights  are  not  definaOsle  or  enforceadile,  the 
resource  is  an  "Open  Access  Resource,  which  is  defined  as  a 
resource  to  which  access  is  unrestricted,  (and  no  one)  has  the 
right  to  exclude  others  from  using  (this)  resource.  Overuse 
and  abuse  of  such  a  resource  is  typical."  [Ref.  15 :p.  527] 
This  is  exemplified  in  the  article  "The  Tragedy  of  the 
Commons”  by  Garrett  Hardin  [Ref.  I2:pp.  88-91] .  Hardin 
graphically  illustrates  numerous  exait^les  of  this  in  the 
public  goods/natural  resources  area,  i.e..  North  Africam 
herdsmen,  fisheries  off  the  New  England  coast,  Hutterite 
communities  in  the  northwestern  United  States  (when  their 
community  population  exceeds  150) ,  and  the  recent  Federal 
Savings  and  Loan  Insurance  Corporation  policy.  In  all  these 
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exauiqples,  the  natural  resource  or  public  good  was  esqploited  to 
the  point  of  devastation. 

The  most  visible  of  these  examples  was  photographed  in 
1974.  A  satellite  photo  of  Northern  Africa  showed  an 
irregular  dark  patch,  390  square  miles  in  area,  with  a  green 
spot  in  the  center.  This  green  spot  was  fenced  green  pasture. 
Outside  of  it,  the  vegetation  had  been  devastated.  The  fenced 
area  was  private  property.  The  owner  practiced  proper  lemd 
management.  The  land  was  subdivided  into  five  areas  and  the 
herd  was  rotated  to  a  new  area  each  year.  This  left  the 
remaining  areas  fallow  for  four  years,  giving  the  land 
adequate  time  to  recover  from  grazing. 

The  land  outside  the  fence  area  was  public  grazing  land 
open  to  nomads  auid  herdsman.  These  nomads  and  herdsxnan 
increased  the  size  of  their  herds,  but  the  grazing  capacity  of 
this  land  remained  constant.  The  herds  slowly  exceeded  "the 
natural  carrying  capacity  of  their  environment,  soil  was 
compacted  and  eroded,  and  'weedy'  plants,  unfit  for  cattle 
consultation,  replaced  the  original  plants.  Mcuiy  cattle  died 
euid  as  a  consequence,  so  did  humans.”  [Ref.  12 :p.  88]  Thus, 
the  private  lemd  demonstrated  that  private  property  with 
defined  ownership  encourages  owners  to  consider  the 
opportunity  costs  of  past,  current  cuid  future  actions. 

Jcunes  Madison,  in  1788,  e3q)lained  what  happened  best:  "If 
men  were  angels,  no  Government  would  be  necessary.  That  is, 
if  all  men  were  angels.  But  in  a  world  in  which  all  resources 
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are  limited,  a  single  non-angel  can  spoil  the  common  environ¬ 
ment  for  all."  [Ref.  12 ;p.  89] 

The  spoilage  process  comes  in  two  stages.  First,  the  non¬ 
angel  gains  from  his  con^etitive  advantage  over  the  angels 
(pursuing  his  own  interest  at  the  expense  of  others) .  Then, 
as  the  once  noble  amgels  realize  that  they  are  being  left 
behind,  some  of  them  renounce  their  angelic  behavior.  They 
try  to  get  their  share  out  of  the  commons  before  competitors 
do  [Ref.  12 :p.  89] .  Thus,  resource  which  is  an  "Open  Access 
Resource"  will  eventually  be  depleted  and  ruined. 

B.  FREE  TRADE 

The  second  principle  of  privatization  is  the  cdaility  to 
freely  trade  property  rights.  This  encourages  conservation  of 
limited  resources.  Industries  with  a  ccmqparative  economic 
advantage  in  conserving  a  resource  can  sell  their  excess  to 
other  industries,  which  presumcibly  have  a  higher  conservation 
cost . 

If  resource  owners  choose  to  ignore  the  opportunity  to 
conserve  and  sell  the  excess  resource,  they  will  incur  the 
opportunity  cost  of  the  foregone  profits.  This  provides  an 
economic  incentive  for  conservation. 

Both  buyer  and  seller  gain  through  trading.  Buyers 
receive  additional  resources  at  a  lower  cost  than  if  they  had 
to  conserve  or  provide  the  additional  resource  themselves. 
The  sellers  profit  by  selling  the  resource  at  a  higher  price 
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than  its  value  to  them.  Trade  produces  a  win -win  result  in 
that  both  buyer  and  seller  gain  through  the  transaction. 
ThuSj  society  generally  gains  as  a  whole,  as  demonstrated  by 
modem  western  society. 

Trade  also  provides  incentives  for  industry  to  develop  or 
inqprove  existing  conservation  technology.  Resource  buyers 
have  incentives  to  investigate  ways  to  reduce  their  resource 
cost  by  developing  new  conservation  technologies  or  methods. 
Sellers  have  incentives  to  in^rove  their  existing  conservation 
methods  to  increase  their  profits.  Through  trade,  both  buyer 
and  seller  have  incentives  to  use  resources  efficiently  and 
allow  society  to  use  the  resource  for  the  most  valuable 
alternative  uses;  using  resources  inefficiently  would  cause  a 
future  economic  loss  to  society  if  trade  were  not  allowed. 

C.  NBOATIVB  EXTBSKALITIBS  OF  THB  SALIHRS  VALLBT  GRODMimATBR 

BASIN 

When  using  a  natural  resource  or  public  good  involves 
negative  externalities,  the  government  should  take  action  to 
eliminate  the  externality  if  three  conditions  are  satisfied: 

1.  The  cost  of  public  sector  involvement  is  less  them  the 
social  and  economic  cost  of  the  externality. 

2.  The  free  market  cannot  reasonably  adjust  its  market 
price  to  account  for  the  externalities. 

3.  Public  sector  involvement  does  not  create  a  second 
negative  externality  which  is  more  serious  them  the 
first. 
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1.  Salinas  Vallay  GroundMatar  Basin 

The  Salinas  Valley  is  experiencing  a  negative 
externality  related  to  water  use  because  water  is  currently 
treated  as  an  open  resource.  This  has  led  to  overpus^ing  in 
the  SVGB.  The  State  of  California  has  attempted  to  address 
this  externality  via  letter  of  direction  to  the  MCWRA  [Ref. 
301  .  The  State  of  California  Water  Resources  Control  Board 
directed  the  local  governments  in  the  Salinas  Valley  to 
develop  an  allocation  prograun  to  eliminate  over- drafting  amd 
prevent  further  seawater  intrusion  into  the  aquifer.  The 
Monterey  County  Water  Resources  Agency  was  tasked  to  develop 
this  allocation  plan. 

This  negative  externality  results  because  the 
individual  user's  cost  of  pun^jing  water  out  of  the  aquifer 
does  not  reflect  the  true  cost  of  water.  The  true  cost  of 
water  (marginal  social  cost  (MSC) )  is  composed  of  two  parts : 
the  marginal  cost  of  production  (MC)  and  the  marginal  external 
cost  of  overdrafting  the  aquifer  (MEC) .  In  equation  form, 
this  can  be  stated  as  follows  (MSC  «  MC  +  MEC)  [Ref.  13 :p. 
641] )  .  The  marginal  cost  of  production  in  the  Salinas  Valley 
includes  the  following  costs: 

1.  Site  development  cuid  well  drilling. 

2.  Lessor,  fuel/electricity,  and  pumping  equipment  cost. 
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3.  Construction  and  operational  costs  of  the  Nacimiento  auad 
San  Antonio  Reservoirs.  These  reservoirs  are  used  to 
increase  the  aquifer's  recharge  efficiency.^® 

The  marginal  external  cost  of  overdrafting  the  aquifer  involve 

the  following  costs: 

1.  Cost  of  seawater  intrusion  aUQsorbed  by  the  coastal 
cotmnunities  and  coastal  farmers. 

2 .  Increased  punqping  cost  because  of  the  lowered  water 
taUole  in  the  basin. 

3.  Opportunity  cost  of  depleting  the  aquifer  reserve. 

4.  Cost  of  the  irreversible  damage  to  the  aquifer's  holding 
capacity  as  the  semiconsol  ida  ted  sediments  are 
contacted.  "When  the  water  level  is  lowered,  the 
sediments  undergo  irreversible  coo^action,  squeezing  out 
water  from  their  interstices"  [Ref.  14 :p.  229] . 


Currently,  well  owners  in  the  Salinas  Valley  pay 
directly  for  both  the  capital  and  operating  costs  of  their 
wells.  In  addition,  well  owners  in  Zone  2A  help  pay  for  the 
capital  and  operating  costs  of  the  two  reservoirs  in  the 
southern  part  of  the  Monterey  County.  These  costs  are 
allocated  on  the  basis  of  the  type  of  crop  grown  and  number  of 
acres  of  crop  land,  not  on  the  amount  of  water  the  individual 
pumps.  This  cost  allocation  strategy  gives  a  misdirected 
incentive  to  the  individual  well  owner. 

For  excunple,  suppose  two  identical  farms  (farm  A, 
farm  B)  in  Zone  2A  are  located  side-by-side  euid  their  tax 
contributions  for  the  reservoirs  are  the  Scune.  Because  these 


^®The  construction  cost  for  the  two  reservoirs  was  $19.9 
million.  ($7  million  for  the  Nacimiento  Reservoir  in  1956  and 
$12.9  million  for  the  San  Antonio  Reservoir  in  1963). 
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contributions  are  based  on  crop  type  and  acreage,  not  water 
pumped,  Farmer  A  realizes  that  his  marginal  cost  per  gallon  of 
water  consumed  is  zero.  No  matter  how  much  water  is  punned. 
Farmer  A's  costs  do  not  change. 

Suppose  Farmer  A's  reservoir  taoc  is  $1000  per  year. 
Under  his  initial  growing  plan.  Farmer  A's  water  consun^tion 
was  100,000  gals  per  year.  Farmer  A  decides  to  adopt  a  more 
water  intensive  growing  plan  which  substitutes  water  for  s<mie 
fertilizer  and  lcd)or.  Under  the  new  growing  plan,  water 
consultation  will  be  125,000  gals  per  year.  However,  Farmer 
A's  total  cost  decreases  because  fertilizer  and  lcd>or  cost 
decrease  while  water  costs  remain  the  same.  Farmer  B,  who  is 
using  a  less  water  Intensive  growing  plan,  realizes  that 
Farmer  A  has  an  advantage  with  respect  to  production  costs. 
To  be  competitive.  Farmer  B  switches  to  a  more  water  intensive 
growing  plan.  Both  farmers  are  equally  competitive,  but  water 
use  has  now  increased  by  25%. 

Well  owners  in  the  valley  do  not  pay  directly  or 
indirectly  for  the  marginal  external  cost  of  overdrafting. 
This  negative  externality  was  not  even  considered  until  the 
1940s,  when  the  coastal  communities  euid  farmers  started  to 
feel  the  financial  intact  of  overdrafting.  Overdrafting  has 
increased  costs  due  to  seawater  intrusion  euid  the  lowered 
water  table.  The  economic  and  social  cost  of  seawater 
intrusion  and  the  lowered  water  table  could  be  calculated  eUid 
charged  to  well  owners.  But  the  economic  and  social  costs  of 
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depleting  the  reserve  water  in  dead  storage  and  the 
irreversible  dcunage  to  the  aquifer's  holding  capacity  cannot 
be  estimated  with  any  significant  accuracy. 

2.  Responses  to  Hegatlve  Sxtemalitles 

The  California  Water  Resources  Control  Board  (SHRCB) 
directed  the  MCWRA  to  internalize  these  negative  externalities 
by  developing  an  allocation  plan  which  reduces  and  ultimately 
eliminates  the  aquifer  overdrafting.  There  are  four  basic 
economic  procedures  to  resolve  this  situation:  regulatory 
systems  of  control,  teucation,  privatization,  emd  a  hybrid  mix 
of  two  or  more  of  these  three  procedures .  The  primary 
differences  between  these  procedures  are  the  eunount  of 
government  involvement  amd  the  resulting  level  of  economic 
efficiency.  Each  of  these  procedures  requires  determining  a 
maximum  sustained  water  yield  and  inqplementing  local  legis¬ 
lative  procedures  to  monitor  and  enforce  the  prograun. 


D.  MAZIMDM  SnSTAINBD  YIELD 

According  to  Maindel  auid  Schiftam,  the  definition  of 
maocimum  sustained  yield  is  the  maocimum  rate  at  which  a 
resource  can  continuously  be  extracted  for  100  years  without 
causing  unacceptad>le  consequences.  [Ref.  14 :p.  231]  In 

hydrological  terms,  the  maucimum  sustained  yield  is  based  on 
the  following  six  conditions: 

1 .  The  safe  yield  refers  to  the  supply  capacity  of  the 
entire  groundwater  system,  not  to  limitations  caused  by 
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inappropriate  location  of  wells  or  by  the  excessive 
concentration  of  many  wells  in  a  part  of  the  aquifer. 

2.  The  first  undesired  but  unavoidable  effect  of  ground- 
water  extraction  is  a  lowered  water  level  that  may,  in 
its  turn,  induce  other  unwanted  discharges  in  thin 
phreatic  aquifers,  intrusion  of  saline  water  from  the 
ocean,  soil  subsidence,  reduction  of  the  dry  weather 
flow  in  the  rivers  and  springs,  and  deterioration  of 
water  quality  because  of  the  access  of  air  to  oxidizable 
compounds  in  the  stratigraphic  column  [Ref.  14 :p.  232]. 
To  determine  if  the  effect  is  truly  unacceptable,  or 
merely  a  nuisance  in  terms  of  environmental,  economic, 
social  or  political  in^lications  requires  social  euid 
moral  judgement. 

3 .  Adverse  effects  can  be  defined  as  the  new  negative 
effects  occurring  if  the  water  level  drops  below  current 
levels,  or  the  negative  effects  that  have  occurred  since 
overdrafting  reduced  the  water  level  below  its 
historical  natural  level.  Again,  this  issue  of  what 
water  level  to  use  will  have  to  be  resolved  by  social 
and  moral  judgement. 

4.  For  sustained  yield  exploitation,  two  hydrologic 

conditions  must  be  met:  A  quasi -steady  state  was 

defined  by  the  preceding  factors  1,  2,  3.  All  other 
unwanted  effects,  including  those  that  take  a  very  long 
time  to  materialize,  must  be  kept  within  acceptable 
limits.  Therefore,  the  maximum  rate  of  exploitation, 
commensurate  with  the  first  factor  must  equal  the 
average  annual  replenishment  rate  [Ref.  14 :p.  232] . 

5.  The  climate  and  soil  coverage  of  the  area  will  remain 
relatively  unchanged,  amd  man-made  pollution  is  not 
expected  to  enter  the  hydrologic  cycle. 

6.  Under  the  above  factors,  the  aquifer  may  be  regarded  as 
a  simple  system  with  only  three  major  system  variaQales: 
annual  groundwater  extraction,  area  of  distribution  of 
the  groundwater  extraction,  and  water  levels.  Minor 
system  variod}les,  such  as  the  depths  of  boreholes,  and 
monthly  pumping  schedules  are  neglected  [Ref.  14 :p. 
232]  . 

Once  these  factors  have  been  determined,  the  maocimum 
sustained  yield  can  be  estimated  by  the  following  six  step 
procedure : 
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1 .  Determine  the  average  annual  replenishment  rate  for  the 
groundwater  basin. 

2.  Identify  the  most  stringent  constraint  based  on  the 
conditions  in  factors  2  &  3  stated  earlier. 

3.  Determine  the  quantitative  relationship  between  water 
level  elevations  and  the  occurrence  of  the  primary 
adverse  effect. 

4.  Locate  the  key  areas  of  the  aquifer  and  define  minimal 
water  levels  that  are  acceptable  to  society. 

5.  Compute  the  steady-state  rate  of  groundwater  leaving  the 
groundwater  basin  based  on  the  preceding  assumptions. 

6.  Maximum  sustained  yield  is  equal  to  the  difference 
between  average  annual  replenishment  rate  (step  1)  and 
the  outflow  rate  (Step  5) . 


E.  LEGAL  AXTTHORITY 

The  Monterey  County  Water  Resources  Agency  Act  per  Stats. 
1990,  Chap.  1159,  gives  the  Monterey  County  Water  Resources 
Agency  (MCWRA)  jurisdiction  over  all  matters  pertaining  to 
water  within  the  entire  area  of  the  County  of  Monterey, 
including  both  incorporated  and  unincorporated  areas.  Under 
this  act, 

the  agency  is  authorized  to  conserve  water  in  any  manner, 
to  prevent  the  waste  or  diminution  of  the  water  supply 
within  the  territory  of  the  Agency,  to  conserve  water  for 
the  present  and  future  use  within  the  territory  of  the 
Agency,  and  to  prevent  groundwater  extractions  which  are 
determined  to  be  harmful  to  the  groundwater  basin.  The 
Agency  may  further  adopt,  by  ordinance,  reasoncd>le 
procedures,  rules,  and  regulations  to  implement  the  act, 
and  may  specify  in  any  ordinance  that  a  violation  of  the 
ordinance  is  an  infraction.  The  Agency  has  power  to 
perform  all  other  acts  necessary  or  proper  to  acconplish 
the  purposes  of  the  act. 
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The  West  Water  Code  Appendix,  Chapter  52,  Section  52-9 
(d6)  also  confers  the  MCWRA  authority  to  give  water  rights  to 
individuals.  The  authority  of  the  State  to  issue  water  rights 
and  transfer  these  rights  to  MCWRA  through  the  West  Water  Code 
is  estcd)lished  under  the  California  State  Constitution, 
Article  11,  Section  101.  This  article  gives  the  state  sole 
ownership  of  all  groundwater  and  the  authority  to  control, 
transfer  and  determine  what  the  "reasonable  use  is"  for  fresh 
water.  This  legal  position  is  supported  by  "Reasonad^le  Use 
Doctrine,"  stating  that  landowners  over  the  aquifer  have 
coequal  rights  to  the  groundwater,  subject  to  reasoncUsleness . 
Reasonableness  is  determine  by  judicial  judgement  based  on  the 
demand  and  how  the  particular  landowners  use  the  water. 

This  preceding  act  and  statue  gives  the  Monterey  County 
Water  Resource  Agency  the  authority  to  inclement  the  four 
types  of  allocation  plans  (regulatory  system  of  control, 
taxation,  privatization  or  hybrid  mix  of  two  or  more  of  the 
prior  procedures)  to  control  and  eliminate  overdrafting  in  the 
Salinas  Valley  Groundwater  Basin. 

The  ground  work  for  estcdjlishing  any  one  of  these  three 
types  of  allocation  plans  has  been  established  by  the 
following  three  ordinances. 

MCWRA  Ordinance  No.  3717:  establishes  the  precedent  to 
monitor  water  extraction  activity  and  use  this  information 
for  enforcement  and  for  assessing  fees  based  on  water  use. 
This  is  an  essential  element  for  all  allocation  plans. 

MCWRA  Ordinance  No.  3663:  establishes  the  requirement  for 
water  extractors  who  are  within  zones  2,  2A,  or  2B,  and 
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have  a  discharge  pipe  with  an  inside  diameter  of  at  least 
3  inches  to  report  water  use  information  on  an  euinual 
basis,  and  to  install  flovoneters  on  their  groundwater 
extraction  facilities  and  service  connections.  The 
flowmeters  will 

allow  the  agency  to  allocate  the  costs  of  water 
management  activities  in  the  Salinas  Valley  Ground- 
water  Basin  and  any  new  water  projects  for  the  basin, 
based  upon  actual  water  use.  Fees  or  assessments 
based  on  water  use  will  only  be  used  for  the  produc¬ 
tion  and  delivery  of  water  and  for  water  management 
activities,  including,  but  not  limited  to,  the 
development  cuid  inplementation  of  water  allocation 
plans,  water  conservation  plans,  and  water  supply 
projects.  (Ref.  MCWRA  Ordinance  No.  3717,  p.  4,  para 
E) 

A  second  ordinance  creates  a  precedent  for  establishing 
and  banking  water  credit s^^  amd  setting  upper  pumping 
limits  for  certain  water  uses  and  industries.  The  ability 
to  issue  water  credits  and  set  upper  pumping  limits  is 
essential  for  estaUalishing  a  regulatory,  or  privatization 
allocation  plan. 

MCWRA  Ordinance  No.  3720:  estcdslishes  upper  limits  for 
pumping  water  from  wells  for  agricultural  irrigation  uses 
in  MCWRA  zones  2,  2A,  and  2B.  The  limit  is  based  upon 
well  location  and  type  of  crops  to  be  irrigated  from  the 
well.  The  ordinance  allows  a  credit  for  savings  made  by 
a  water  supplier  to  be  applied  to  excess  usage  on  other 
lands  by  the  Scune  water  supplier  within  the  same  sub- 
basin.  This  credit  can  be  carried  over  one  reporting  year 
and  is  non-transferod)le. 

Finally,  MCWRA  Ordinance  No.  3742:  establishes  a 
precedent  for  tcucing  water  that  is  extracted  from  private 
wells.  This  is  an  essential  element  to  instituting  a 
taxation  allocation  plan.  Specifically,  it  estaiblishes 
charges  to  be  levied  on  agricultural  water  suppliers 
pun^}ing  groundwater  from  zones  2,  2A,  and  2B  of  the 
Salinas  Valley  Groundwater  basin  based  on  the  quouitities 


^^If  an  agricultural  water  supplier  pun^s  less  than  the 
quantity  allowed  for  one  farming  unit  served  by  that  water 
supplier,  then  the  water  supplier  may,  for  one  reporting  year, 
exceed  the  pumping  limit  for  other  farming  units  supplied  by 
that  water  supplier  (whether  or  not  from  the  seune  extraction 
facility)  in  the  same  sub-basin  where  the  savings  accrued. 
(Ref.  MCWRA  Ordinance  No.  3720,  para  1.02.30) 
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of  water  pumped.  One  of  the  purposes  stated  in  the 
ordinance  is  to  "bring  about  a  reduction  in  planning  by 
individual  growers,  to  the  meucimum  extent  feasible  for 
each  grower,  and  to  reduce  significantly  the  overall 
piimping  from  the  Salinas  Valley  Groundwater  Basin.  [Ref. 
MCWRA  Ordinance  No.  3742,  p.  3,  sect.  1.01.20] 

These  ordinances  have  provided  the  framework  for  estcd>- 
lishing  an  allocation  program  that  could  be  based  on  any  of 
the  four  allocation  methods  discussed  previously.  The 
allocation  plan  that  will  eventually  be  adopted  by  the  MCWRA 
will  be  determined  in  the  political  arena.  The  merits  of  each 
allocation  method  for  the  Salinas  Valley  Groundwater  Basin  are 
discussed  below. 


F.  REGUIATORY  CONTROL  SYSTEM 

In  a  regulatory  control  system  (i.e.,  setting  maximum 
consumption  standards) ,  a  government  regulatory  agency 
determines  the  maximum  sustained  yield  (MSY)  .  Once  MSY  is 
determined,  the  agency  establishes  and  enforces  the  maximiun 
sustained  consumption  limits  (i.e.,  daily,  monthly,  annual) 
for  each  individual  consumer  or  class  of  consumer  or  industry. 
Consumers  who  are  unable  or  refuse  to  limit  their  consumption 
to  these  standards  are  in  noncompliance.  Such  consumers  are 
subject  to  a  fine  or  termination  of  their  rights  to  consume 
water.  Typically  these  limits  are  reviewed  and  approved  on  an 
annual  basis  through  a  public  hearing  process. 
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1.  Advantages  of  Regulatory  Control 

The  following  are  the  basic  advantages  of  this 
allocation  method: 

1.  Historically,  a  regulatory  system  of  control  is  the  most 
widely  used  water  allocation  method  in  the  United 
States.  Therefore,  agencies  have  a  great  deal  of 
historical  data  and  experience  in  inplementing  this  type 
of  progreun.  They  also  know  ed)out  the  negative  effects 
such  programs  can  create. 

2.  This  control  system  is  relatively  easy  to  inplement. 
For  excurple,  it  took  the  following  three  ordinances  for 
the  MCWRA  to  ested}lish  this  type  of  program:  MCWRA 
Ordinances  No.  3720  and  No.  3735  instituting  upper 
pumping  limits  for  agricultural  use,  and  MCWRA  Ordinance 
No.  3744  instituting  upper  punping  limits  for  cities  and 
urban  water  use  based  on  a  15  percent  reduction  using 
1987  as  a  baseline. 

3 .  This  control  system  is  relatively  easy  to  monitor  and 
enforce.  A  monitoring  program  has  been  established 
through  MCWRA  Ordinance  No.  3717.  Under  this  ordinance, 
all  wells  that  have  a  3"  inside  diameter  or  larger 
discharge  pipe  must  install  flowmeters  and  report  water 
use  information  on  an  annual  basis. 

4.  This  control  system  can  be  enforced  through  penalty 
system,  as  established  by  MCWRA  Ordinance  No.  3742. 
This  ordinauice  instituted  a  three  tier  penalty  system 
for  exceeding  the  agricultural  upper  punping  limits. 
The  charges  are  levied  against  violators  based  on  the 
amount  of  water  by  which  an  individual  has  exceeded  the 
limit.  Currently,  there  is  no  penalty  system  for  cities 
and  urban  water  districts.  A  limited  number  of 
violations  are  being  reported  by  violators  themselves. 
MCWRA  has  not  developed  an  enforcement  auid  verification 
progreun  for  the  annual  water  use  reporting  process. 

5 .  This  regulatory  control  system  would  be  designed  to  have 
a  neutral  financial  inpact  on  MCWRA.  The  revenue 
generated  from  penalty  charges  are  expected  to  offset 
the  sumual  cost  of  the  enforcement  and  verification 
program.  The  metering  program  cost  is  borne  by  the 
individual  well  owners. 

6 .  The  county  government  would  retain  conplete  legal 
authority  over  groundwater  use  in  the  basin. 
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7. 


Upper  pumping  limits  create  an  economic  incentive  £ jr 
water  users  to  invest  in  sufficient  conservation  methods 
and  technology  to  meet  the  imposed  upper  punping  limit. 
This  increases  the  efficiency  with  which  they  use  and 
recover  water. 

2.  Disadvantages  of  Regulatory  Control 

The  following  are  the  basic  disadvantages  of  this 
allocation  method: 

1.  The  costs  of  reducing  water  consumption  vary  greatly 
among  different  consumers.  Some  consxnners  can  reduce 
their  consumption  more  cheaply  than  others.  The 
regulatory  system  of  control  fails  to  use  this  fact  to 
naximize  water  reduction  per  dollar  of  expenditure  on 
conservation.  Less  water  is  conserved  per  dollar  than 
under  the  taxation  and  privatization  allocation  methods. 
This  increases  society's  conservation  cost.  From  the 
economic  standpoint,  a  regulatory  control  system  is  the 
least  efficient  of  the  three  allocation  methods. 

2 .  There  are  minimal  economic  incentives  for  consumers  to 
reduce  their  groundwater  pumping  below  the  imposed  upper 
pumping  limit. 

3.  Economic  inefficiencies  are  created  by  the  political 
process  for  several  reasons: 

a.  Voter  ignorance.  The  populace  is  generally  unable 

to  fully  recognize  all  the  costs  and  benefits. 
Some  of  the  costs  are  concealed  by  the  coitplicated 
legislative  actions.  Voter  ignorance  can  be 

explained  by  the  concept  of  "rational  ignorance." 
[Ref.  15 :p.  94]  Individuals  lack  incentives  to 

fully  inform  themselves  on  issues  because  they  do 
not  recognize  individual  economic  gains  from  doing 
so  and  they  believe  that  their  one  vote  is  unlikely 
to  be  decisive. 

b.  The  power  of  special  interest  groups.  Special 
interest  groups  frequently  receive  consideration 
and  benefits  derived  from  vote- conscious 
politicians.  Politicians  know  that  special 
legislation  generally  imposes  a  small  cost  on 
individuals  in  society.  However,  political  favor 
to  special  interest  groups  can  yield  a  great  deal 
of  personal  political  gain  for  that  politician. 
This  political  gain  is  in  the  form  of  voting  blocks 
and  financial  contributions  provided  by  these 


73 


groups.  Politicians  also  realize  that  the  general 
public  doesn't  have  the  time  or  interest  to  examine 
legislative  actions  thoroughly,  especially  complex 
ones.  Therefore,  politicians  will  often  take  a 
chance  and  pass  legislation  that  favors  a 
particular  interest  group,  hoping  the  public  will 
not  find  out.  In  the  end,  the  net  cost  to  society 
will  generally  exceed  the  benefit  to  the  special 
interest  group.  [Ref-  15 :p.  96] 

c.  Shortsightedness  of  politicians.  Economic  ineffici¬ 
encies  result  from  political  bias  "in  favor  of 
proposals  yielding  clearly  defined  current  benefits 
in  exchange  for  difficult  to  identify  future  costs 
and  against  proposals  with  clearly  identifiable 
current  costs  yielding  less  concrete  and  less 
obvious  future  benefits."  [Ref.  15:p.  97] 


6.  TAXATION  ALLOCATION  SYSTEM 

The  taxation  allocation  system  (consiinption  fee)  consists 
of  a  surcharge  levied  on  each  gallon  or  acre- foot  of  water 
pumped  from  an  individual  well.  A  surcharge  is  theoretically 
set  equal  to  the  marginal  cost  of  the  negative  externalities 
associated  with  overdrafting  the  aquifer.  However,  this  cost 
is  extremely  difficult  to  estimate.  It  is  virtually 
impossible  to  determine  either  the  cost  of  depleting  the 
aquifer's  reserve  water  stock  in  dead  storage  or  the  cost  of 
the  irreversible  damaged  done  to  the  aquifer's  holding 
capacity  as  the  semi consolidated  sediments  in  it  are 
compacted . 

Most  government  regulatory  agencies  will  set  their 
surcharge  equal  to  maximum  sustained  yield  price  (P*)  per  unit 
minus  water  extraction  cost  per  imit  (MC) .  [Ref.  13:p.  640] 
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The  maximum  sustained  yield  price  is  the  price  level  which 
reduces  the  pumping  activity  to  the  maxintum  sustained  yield. 

To  calculate  this  price,  the  agency  needs  to  determine  the 
groundwater's  price  elasticity  of  demand  (EP) .  This  measures 
the  percentage  change  in  the  quantity  demanded  resulting  frcnn 
a  percentage  change  in  price.  This  data  can  be  determined 
through  historical  pricing  and  punning  data,  if  availod)le,  or 
estimated  by  empirical  methods. 

In  addition  to  the  price  elasticity  of  demand  (EP) ,  the 
agency  needs  to  determine:  the  current  amount  of  water  being 
extracted  from  the  aquifer  (Ql) ,  the  marginal  extraction  cost 
per  unit  (PI)  and  the  maximum  sustained  yield  for  the  aquifer 
(Q*)  .  The  price  (P*)  can  be  derived  from  the  following 
equation: 

EP  =  (0*-Qi) /Ol.  See  Figure  3-1  [Ref.  13:p.  641] 

(P*-P1) /PI 

EP  =  Price  Elasticity  of  Demand 

Q*  =  Maximum  Sustained  Yield 

Ql  *  Current  Amount  of  Water  Being  Extracted  from  the 
Aquifer 

P*  *  Price 

PI  =  Marginal  Extraction  Cost  per  Unit 

In  reality,  however,  setting  the  tax  rate  will  probed}ly  be 
an  iterative  process,  just  as  it  would  be  for  setting 
thresholds  for  a  regulatory  system  of  control .  The  tax  rate 
would  be  adjusted  until  overdrafting  stops.  This  would  be 


75 


determined  through  hydrological  field  measurements  of  the 
SVGB.  Thus,  a  lower  degree  of  precision  for  the  computational 
requirements  would  be  acceptable  under  this  type  of  iterative 
tax  progreun. 


Figure  3>1.  Sxtexxial  Costs 

When  there  are  negative  externalities,  marginal  social  costs 
MSC  are  higher  theua  marginal  private  costs  MC.  The  difference 
is  the  marginal  external  cost  MEC.  In  part  (a) ,  a  profit - 
nveucimizing  firm  produces  at  qj^,  where  price  is  equal  to  MC. 
The  efficient  output  is  q*,  at  which  price  equals  MSC.  In 
part  (b) ,  the  industry  competitive  output  is  Q^,  at  the 
intersection  of  industry^  supply,  MC^,  and  demauad  D.  However, 
the  efficient  output  Q*  is  lower,  at  the  intersection  of 
demcuid  and  marginal  social  cost  MSC^. 
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The  revenue  collected  from  the  surcharge  can  be  used  to 
offset  the  cost  of  the  program  for  verifying  the  reports  of 
annual  water  use.  Any  remaining  revenue  could  be  used  to 
develop  new  water  supplies  to  serve  the  community  or  to 
subsidize  additional  conservation  investments. 

1.  Advantages  of  Taxation 

The  following  are  the  basic  advantages  of  this 
allocation  method: 

1.  This  allocation  system  promotes  several  economic 
incentives  which  increases  allocative  efficiency. 

a.  Per  unit  surcharges  increase  the  economic  incentive 
to  grow  or  make  products  that  require  less  water 
per  dollar  of  gross  revenue.  Surcharges  increase 
production  costs,  thus  lowering  profit  margins  for 
water- intensive  products. 

b.  Per  unit  surcharges  promote  water  conserving 
production  methods  and  control  technology. 
Industry  will  invest  in  these  prograums  up  to  the 
point  where  the  marginal  cost  of  the  investment  is 
equal  to  the  cost  of  the  surcharge. 

c.  Per  unit  surcharges  provide  economic  incentives  to 
develop  new  water  conservation,  application  and 
recovery  technologies. 

2.  The  taxation  allocation  system  has  a  positive  financial 
intact  on  MCWRA,  assuming  that  the  revenue  generated 
from  surcharges  will  offset  the  verification  and 
enforcement  program  costs.  If  sufficient  excess  funds 
are  available,  new  water  sources  could  be  developed  for 
the  valley  and  additional  conservation  investments  can 
be  made. 

3 .  The  taxation  allocation  system  is  relatively  easy  to 
monitor  and  enforce.  A  monitoring  progreun  has  been 
estcd)lished  by  MCWRA  Ordinance  No.  3717.  Also,  MCWRA 
Ordinance  No.  3742  sets  a  precedent  for  the  MCWRA  to 
assess  fines. 

4.  This  allocation  system  is  relatively  easy  to  inclement. 
MCWRA  has  estcUslished  a  legal  precedent  through  MCWRA 
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Ordinance  No.  3742  to  levy  surcharges  against  well 
owners  in  agricultural  pushing  in  zones  2,  2A  and  2B. 

5.  This  allocation  system  achieves  greater  economic  effici¬ 
ency  compared  to  the  regulatory  system  of  control. 
Surcharges  can  achieve  the  same  level  of  water 
reduction,  but  at  a  lower  cost  to  society.  See  Figure 
3-2  [Ref.  13 :p.  646]  All  water  users  will  increase 
conservation  until  the  cost  of  conserving  one  more  unit 
exceeds  the  cost  of  the  tax.  Thus,  water  users  with 
lower  conservation  costs  will  conserve  more.  Under  a 
regulatory  system,  all  water  users  must  conserve  up  to 
their  maiximum  punning  limit  irregardless  of  their 
conservation  costs. 


Dollars 
Per  Unit 


^  Level  of  tfeter  Use 


Figure  3-2.  Standards  and  Fees 

The  efficient  level  of  conservation  at  E*  can  be  achieved 
either  through  water  use  fee  or  a  water  use  standard.  Facing 
a  fee  of  $3.00  per  unit  of  water  use,  a  firm  reduces  water  use 
up  to  the  point  at  which  the  fee  is  equal  to  the  marginal 
benefit.  The  same  level  of  water  conservation  cem  be  achieved 
with  a  standard  that  limits  water  use  to  12  units.  [Ref. 
13 :p.  646] 
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2.  Disadvantages  of  Taxation 

The  following  are  the  basic  disadvamtages  of  this 
allocation  method: 

1.  Economic  inefficiencies  can  be  generated  through  the 
political  process  by  giving  special  interest  groups 
special  legislation  or  subsidies  as  discussed  under 
regulatory  control  system. 

2.  It  is  politically  difficult  to  change  the  surcharge. 
Changes  in  the  surcharge  would  become  necessary  whenever 
the  surcharge  fails  to  elicit  the  predicted  water 
consultation.  This  could  result  from  an  error  in 
detezmining  the  price  elasticity  of  demand  or  a  change 
in  the  recharge  rate  for  the  basin  due  to  prolonged 
drought  conditions.  It  is  also  politically  difficult  to 
establish  the  surcharge  in  the  first  place.  For 
example,  several  special  interest  groups  have  filed 
suits  intended  to  stop  MCVIRA  from  inqplsmenting  a 
surcharge  on  agricultural  water  users  in  zones  2,  2A  and 
2B.  [Ref.  16] 


H.  FREE  MARKET  (PRIVATIZATIOK)  ALLOCATION  SYSTOf 

A  free  market  allocation  system  (transferaUale  consunption 
rights)  involves  taking  an  open  access  resource,  dividing  it 
into  defincd}le  units  and  transferring  or  selling  these  units 
to  private  or  public  organizations.  Each  private  or  public 
organization  would  then  have  the  right  to  use,  control  and 
obtain  benefit  from  their  units,  or  transfer  (sell)  these 
units  to  another  party. 

The  method  of  initially  allocating  this  resource  can  vary, 
from  granting  rights  based  on  historical  groundwater  consump¬ 
tion  patterns  to  the  government  selling  these  rights  in  an 
auction. 
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It  is  one  of  the  desiraUole  properties  of  an  appropriately 
designed  transferable  rights  system  that  the  ultimate 
allocation  of  these  rights  among  private  parties  will  be 
cost-effective  regardless  of  their  initial  allocation  as 
long  as  the  rights  are  traded  in  a  free  competitive 
market.  [Ref.  17:p.  251] 

According  to  current  economic  understanding,  free  market 
allocation  systems  are  the  most  efficient  method  for 
allocating  limited  valuadale  resources.  [Ref.  11  :p.  248,  and 
Ref.  15:p.  534,  and  Ref.  13:p.  650] 

1.  Advantages  of  Free  Market  Program 

The  following  are  the  basic  economic  advantages 
accepted  by  the  general  economic  community  for  this  type  of 
allocation  method: 

1.  A  system  of  transferaUale  consumption  rights  has  the 
potential  for  achieving  greater  water  conservation  and 
more  efficient  allocation  of  groundwater  at  a  substan¬ 
tially  lower  cost  than  would  have  been  achieved  with 
tcixation  or  with  a  regulatory  control  system.  This 
statement  is  supported  by  several  pieces  of  evidence, 
including  studies  of  transferedsle  discharge  permits  for 
air  pollution  in  the  United  States  [Ref.  17 :p.  242]  ,  the 
success  of  Great  Britain' s  privatization  program  for 
inland  rivers  and  streams  in  England  and  Scotland  [Ref. 
12 :p.  443,  and  Ref.  18 ;p.  83]  and  the  privatization  of 
the  Tehachappi  groundwater  basin  [Ref.  ll:pp.  242-248] . 

2 .  There  are  at  least  two  potential  savings  to  society 
and/or  the  individual  which  do  not  occur  under  the 
regulatory  allocation  method; 

a.  Greater  efficiency  in  water  allocation  can  be 
achieved  by  trading  water  shares  within  a  common 
industry  than  would  be  achieved  by  the  regulation 
allocation  method.  A  typical  excunple  of  this  would 
be  the  agricultural  industry.  Under  a  regulatory 
control  system,  the  government  would  estcdjlish 
upper  pumping  limits  for  agricultural  use.  These 
restrictions  could  force  the  industry  to  quit 
growing  water  intensive  crops  even  though  these 
crops  could  be  produced  profitably  even  if  growers 
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bear  the  true  marginal  cost  of  water.  Society 
would  lose  the  economic  value  added  by  this  crop. 

Under  the  privatization  progrcun,  this  loss  to 
society  would  not  have  taken  place.  Farmers  who 
have  a  distinct  competitive  advantage  growing  water 
intensive  crops  due  to  soil  conditions,  climate, 
farming  techniques,  or  other  factors  could  continue 
to  do  so  by  buying  additional  water  from  farmers 
who  are  now  growing  non- water  intensive  crops. 

b.  Greater  allocation  efficiency  can  be  achieved  from 
trading  water  shares  across  different  industries 
than  would  be  achieved  by  the  regulation  allocation 
method.  Similar  economic  gain  for  society  can  be 
generated  by  trading  water  between  industries  as 
can  be  generated  by  trading  water  within  an 
industry.  This  economic  gain  for  society  will  only 
occur  if  the  industries  have  different  costs  of 
reducing  water  consumption  and  water  is  sold  at  its 
true  value.  This  transaction  allows  industries  to 
lower  their  production  cost  by  purchasing  water 
more  cheaply  than  the  cost  of  conservation.  This 
transaction  reduces  the  social  cost  of  water 
conservation  per  unit.  Regulatory  control  systems 
do  not  have  the  inherent  ability  to  allocate  water 
conservation  efforts  and  costs  evenly  across 
differing  industries. 

The  preceding  theoretical  advantages  in  allocation 
efficiency  of  a  free  market  (privatization) 
allocation  system  were  realized  by  the  Tehachappi- 
Cummings  Water  District  when  the  granted  private 
parties  flow  rights.  This  community  reduced 
imported  water  use  for  agricultural  by  46%  and  for 
municipal  and  industrial  use  by  32%  over  a  five 
year  period  beginning  in  1975.  [Ref.  11 :p.  242] 

A  profit  incentive  is  provided  for  industries  to  lower 
their  costs  of  conserving  water  and  become  more  water 
efficient  in  order  to  sell  their  excess  water  to 
industries  where  it  is  more  expensive  to  reduce  water 
consumption.  This  new  revenue  source  also  provides  the 
catalyst  and  funding  for  renewed  water  conservation 
research  application  and  recovery. 

The  system  allows  the  free  market  to  allocate  current 
and  future  groundwater  use  based  on  the  most  valuadale 
water  use  at  that  time.  Industry  or  business  can  simply 
purchase  its  water  requirements  from  private  parties  and 


water  districts  who  value  their  vater  less  than  the 
purchasing  industry  or  business. 


5.  The  free  market  allocation  system  is  coo^tible  with 
existing  legislation.  This  syst«B  would  not  be  a 
radical  departure  from  the  existing  ordinances.  Under 
the  Monterey  County  Water  Resources  Agency  Act  (Stats. 
1990,  Chap.  1159),  the  Monterey  County  Water  Resources 
Agency  (MCWRA)  has  the  authority  to  grant  water  rights 
to  private  parties  or  organisations.  This  authority  is 
supported  by  the  Mutual  Prescription  Doctrine.  In  1972, 
California  State  Supreme  Court  ruled  in  favor  of  the 
Mutual  Prescription  Doctrine,  which  allows  *a  basin  to 
be  adjudicated^^  and  a  safe  level  of  extraction  be 
detenained.  A  share  of  the  rights  are  then  allocated  to 
the  groundwater  users  in  the  basin  the  basis  of  their 
extraction  prior  to  adjudication.*  (Ref.  11 :p.  228] 

6.  Icological  flexibility  will  result  since  the  majority  of 
the  published  theoretical  privatisation  plans  allocate 
tmter  rights  (the  asKxint  of  groundwater  a  user  is 
allowed  to  consusw)  on  the  basis  of  a  percentage  of  the 
annual  recharge  rate  of  the  aquifer  the  user's  sons. 
Therefore  this  type  of  allocation  systesi  autosuitically 
reduces  groundwater  consu8f>tion  rates  during  times  of 
drought . 

7.  Under  a  free  market  allocation  systesi,  water  consump¬ 

tion  can  be  easily  monitored  and  rights  enforced  due  to 
recent  advances  in  well  monitoring  technology  mod 
communlcatiOTS.  This  stateawnt  is  verified  by  the 
Tehachappi  Cuwlngs  County  water  district's 

demonstrated  ability  to  define  and  enforce  groundwater 
recharge  rights.  (Ref.  18:p.  107]  A  monitoring  program 
has  already  been  established  through  MCWRA  Ordinance  No. 
3717  which  require  all  walls  that  have  a  3*  inside 
diaaieter  or  larger  discharge  pipe  to  be  monitored 
through  the  use  of  flowmeters. 

8.  A  free  market  system  requires  less  political  involvasmnt 
than  the  other  two  allocation  methods.  This  is  due  to 
the  fact  that  the  government  does  not  determine  the 
aaiount  of  water  a  certain  industry  or  individual  will  be 
allocated.  This  reduces  the  possibility  of  econosiic 


^^Judicial  decision  will  determine  the  legal  and  safe 
level  to  which  groundwater  can  be  extracted.  All  well  owners 
will  be  required  to  adhere  to  the  level  of  puag>iog  that  will 
result  in  this  level  of  groundwater. 
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inefficiencies  caused  by  special  interest  groups. 
Favoritism  could  influence  the  initial  allocation  of 
water  rights,  but  it  would  not  affect  the  final 
distribution. 

2.  DlsadwaatagM  of  PrlTstisatloa 

The  following  are  the  basic  disadvantages  of  this 
allocation  method: 

1.  The  government's  lack  of  knowledge  and  experience  in 

using  this  allocation  method  is  the  greatest  disadvan¬ 
tage.  A  search  of  literature  on  this  subject  only 
indicated  that  one  water  district  is  currently  using 
this  allocation  method  (Tehachappl  Cummings) . 

However,  a  nusiber  of  air  pollution  control  agencies  have 
used  this  method  to  a  limited  extent.  In  these  cases, 
the  government  has  established  markets  to  allow  private 
parties  to  trade  air  pollution  emissions  credits.  For 
example,  the  Environmental  Protection  Agency  (BPA) 
established  the  Emissions  Trading  (BT)  program.  The 
most  extensive  such  privatisation  program  to  date  is  the 
RECLAIM  program  managed  by  the  South  Coast  Air  Quality 
Management,  in  Los  Ax^eles.  CA.  'This  program  fully 
Implements  the  idea  of  freely  tradeable  sulfur  oxide 
(SOX)  and  nitrogen  oxide  (MOX)  rights  between  private 
parties  and  organisations.  This  program  took  effect  in 
1994. 

2.  This  allocation  system  may  have  a  negative  financial 

impact  on  the  MCNRA.  This  system  does  not  inherently 
generate  revenue  to  cover  the  cost  of  devel(^ing  and 
operating  the  program.  This  impact  would  be  reduced  if 
the  revenue  generated  from  penalty  charges  for  violating 
established  «miter  rights  offsets  the  cost  of  the 
verification  program  for  water  use  reporting.  This 
revenue  stream  could  also  be  supplemented  by 
implmenting  a  surcharge  or  value  added  tax  on  the 
exchange  of  water  shares  or  credits.  The  metering 

program  cost  can  be  borne  by  the  individual  well  owners. 
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rv.  PBOVOSXD  TKIOmXCAL  FBO  MMUDET  (PEZVllTZZATZOH) 
QlOCIMDiaiTBE  ALLOCATZOV  PLMM  FOR  THE  8AT.TWAS 
VMLLMX  OROOtmmATER  BASZV 

The  current  water  allocation  problem  in  the  Salinas  Valley 
provides  a  rare  challenge  to  local  politicians:  to  devise  an 
allocation  method  that  will  prevent  overdrafting  in  the 
Salinas  Valley  Groundwater  Basin  auod  yet  allow  continued 
economic  growth.  Traditionally,  water  allocation  in  the 
United  States  has  been  controlled  by  regulatory  systems. 
However,  a  Rand  Corporation  t#ater  efficiency  study  has  stated 
that  *the  information  difficulties  in  such  an  activity  (the 
regulatory  system  of  control)  appear  to  us  to  be  overwhelming, 
and  we  reject  central  planni]:^  as  a  feasible  method  of 
achieving  efficient  use  of  water*  (Ref.  19:p.  V}.  The  Rand 
Corporation  defines  water  use  as  efficient  when  the  marginal 
costs  of  supplying  water,  both  private  sxkS  public,  (public 
costs  are  those  costs  not  borne  directly  by  the  water  users) , 
just  equal  the  marginal  benefits  to  water  users. 

Recently  there  has  been  a  great  deal  of  success  in  the 
envircmmental  field  with  air  pollution  esdssions  trading. 
This  has  dmonst rated  that  innovative  approaches  can  achieve 
greater  coat  savings  and  efficiency  than  the  traditicKval 
regulatory  control  system  (i.e.,  maximum  esdasicm  standard 
approach)  .  This  greater  efficiency  occurs  in  a  amrlcet  system 


84 


becau  nose  who  value  the  resource  most  highly  may  purchase 
it  from  those  who  value  it  the  least,  and  both  parties  are 
made  better  off.  This  exchange  will  not  occur  under  a 
regulatory  control  systcun.  Tnus,  a  free -trading  market  leads 
to  the  same  efficiency  as  a  regulatory  control  syst^  with 
perfect  knowledge.  This  perfect  knowledge  is  only  attainable 
in  the  world  of  c 

A.  A  Fin  MAAXar  ALLOCATXOH  F10P08AL 

This  section  proposes  a  free  market  %«ater  allocation 
program  for  the  SVGB.  The  proposed  program  has  the  potential 
to  eliminate  the  overdrafting,  while  trill  allowing  for 
economic  growth.  The  primary  mechanism  to  achieve  such  goals 
is  to  modify  the  way  in  which  water  rights  within  the  Salinas 
Valley  are  held. 

Currently,  water  rights  in  the  Salinas  Valley  Ground%fater 
Basin  (SVGB)  are  not  transferable,  and  restrictions  have  been 
established  on  the  maxiawm  aanunt  of  ground -water  that  may  be 
puniied  (Ref.  MCWRA  Ordinance  Ho.  3744  k  3720)  .  However,  under 
this  proposed  free  market  allocation  program  the  ultimate 
users  (i.e.,  farmers)  are  allowed  to  choose  between  using 
their  allocated  «Mter,  or  c<mserving  it,  saving  the  cost  of 
pumping,  and  selling  their  excess  water  to  other  consumers. 
Users  in  the  area  who  need  additional  water  wmy  either  reduce 
their  operatlcxis.  increase  the  efficiency  of  their 
conservation  programs  or  pay  for  additional  water  rights. 
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They  should  be  willing  to  buy  additional  water  as  long  as 
both  the  lost  profit  frost  reducing  operational  capacity  and 
additional  conservation  costs  are  greater  than  the  market 
price  of  water. 

The  atbility  to  sell  groundwater  rights  will  increase  the 
incentive  for  efficient  groundwater  use  within  the  Salinas 
Valley.  It  provides  a  profit  incentive  for  the  well  owner  to 
conserve  water  and  to  sell  the  unused  portion  of  their  water 
rights  for  a  profit. 

This  proposed  allocation  program  must  provide  clear, 
definable  and  enforceable  water  consumption  rights  i^ich  are 
easily  transferable  betvfeen  well  owners.  This  program  must 
also  allocate  initial  water  consumption  rights  in  a  fair  and 
equitable  manner  in  order  to  prevent  a  long  and  expensive 
adjudication  processes. 

The  basic  frasiework  of  the  proposed  allocation  program  has 
been  broken  down  into  the  following  elements: 

1.  Participants  and  program  coverage. 

2.  The  trading  units,  water  credits  and  water  shares. 

3.  The  policy  for  allocating  initial  Mter  shares. 

4.  The  policy  for  allocating  initial  water  credits. 

5.  The  recharge  water  voluaw  per  water  share  and  thres¬ 
holds  on  pumping  activity. 

6.  The  guidelines  and  restrictions  for  the  trading  pro¬ 
gram. 

7.  The  location  of  the  trading  sooes  and  other  restric¬ 
tions  on  trading. 
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8.  The  monitoring  and  enforcement  program. 

9 .  The  procedures  for  new  commercial  water  users  to  obtain 
water  credits  or  shares  to  secure  groundwater  resources 
and  policy  on  closing  of  existing  wells. 

10.  The  proposed  allocation  program's  organizational  struc¬ 
ture. 

This  allocation  program  is  patterned  after  the  Regional 
Clean  Air  Incentives  Market  (Reclaim)  program  of  the  South 
Coast  Air  Basin  located  in  Los  Angeles,  CA.  Bach  element  in 
the  proposed  plan  will  be  described  and  supporting  arguments 
given  for  the  various  choices.  However,  to  ensure  a  smooth 
transition  from  the  current  allocation  program  to  the  proposed 
allocation  plan,  the  spectrum  of  choices  is  limited  in  order 
to  take  full  advantage  of  the  existing  MC%fRA  ordinances  on 
groundwater  allocation. 

B.  FAmCXfAMTS  AMD  WWOQUM  COVUAOB 

The  proposed  allocation  program  will  only  affect  well 
owners  who  pump  from  the  Salinas  Valley  Groundwater  Basin. 
The  target  participants  of  this  allocation  program  are 
governmental,  agricultural,  cossnercial  and  industrial  well 
owners  in  the  Salinas  Valley.  These  well  owners  consume  more 
than  90%  of  the  total  groundwater  pumped  out  of  the  Salinas 
Valley  Groundwater  Basin  (Ref.  4).  The  easiest  way  to 
identify  these  participants  and  separate  then  from  residential 
well  owners  is  by  the  size  of  the  discharge  pipe  on  their 
individual  wells.  Typically,  the  inside  diameter  of  the 
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discharge  pipes  of  private  residential  wells  does  not  exceed 
three  Inches  (Ref.  4]  .  The  target  participants  cannot  be 
identified  by  historical  water  consumption  because  the 
majority  of  the  well  owners  have  not  kept  accurate  records  of 
their  water  use.  Thus,  it  would  be  impossible  to  calculate 
accurate  historical  figures  for  these  water  users.  (Ref.  4] 
The  proposed  allocation  program  will  require  all  well 
owners  with  a  discharge  pipe  having  an  inside  diameter  of  at 
least  three  inches  to  participate  in  the  program.  To  prevent 
well  owners  from  subverting  this  policy,  a  supporting  require¬ 
ment  will  state  any  pr<^rty  owner  having  multiple  t*ella  on  a 
single  continuous  piece  of  property  must  participate  in  the 
program  if  the  combined  inside  diasmter  of  their  discharge 
pipes  has  a  cross-sectional  area  greater  than  28.274  inches. 
(This  is  equal  to  the  crcMS-secticmal  area  of  a  pipe  with  an 
inside  diameter  of  three  inches.)  The  cross-sectional 
requirement  will  prevent  current  and  future  owners  with 
multiple  wells  on  single  properties  from  avoiding  this  program 
by  retrofitting  or  drilling  new  wells  with  the  discharge  pipes 
having  an  inside  diaowter  less  than  three  inches.  The  NCMRA's 
allocation  program  uses  the  same  threshold  for  identifying 
participants  in  their  surcharge  and  agricultural  upper  pumping 
limit  ordinances.  Using  the  sasw  threshold  reduces  the 
iBq>lesientati(»)  cost  and  ensures  a  smoother  transition  for  the 
new  allocation  program. 


C.  Tn  TBADntQ  XmiTS,  NUTIE  CSIDITS  JUn>  MkTER  SHARKS 

The  most  critical  element  of  the  water  allocation  program 
is  the  trading  unit.  Before  trading  units  can  be  defined,  one 
must  understand  the  two  fundamental  water  assets:  the  water 
held  in  storage  in  the  basin  and  the  recharge  water  that  flows 
into  the  basin.  This  proposed  allocation  program  must 
establish  procedures  whereby  these  fundamental  assets  can  be 
divided  into  definable  units  which  then  can  easily  be 
transferred  or  sold  to  public  or  private  parties.  This  is  a 
fundamental  requirement  in  establishing  a  free  market 
allocation  system.  The  trading  unit  denoting  o«mership  of 
water  held  in  storage  in  the  basin  is  a  Mter  credit;  the 
trading  unit  denoting  ownership  of  the  recharge  wmcmr  is  a 
water  share. 

The  water  held  in  storage  in  the  basin  is  divided  into  two 
zones:  live  storage  and  dead  storage  (See  Figure  4-1}  (Ref. 
14:p.  2301 ■  In  a  natural  state  (without  any  pumping),  aquifer 
storage  capacity  (water  stock)  is  equal  to  the  amount  of  water 
in  live  and  dead  storage.  Live  storage  reserves  are  defined 
as  the  body  of  ««ater  that  would  flow  out  of  the  aquifer  if  it 
were  not  naturally  replenished.  Dead  storage  reserve  is  the 
body  water  that  would  remain  in  the  aquifer  after  all  live 
storage  reserves  were  exhausted  through  natural  outflow  or 
drainage  to  the  ocean.  Xn  terns  of  this  allocation  plan,  the 
live  storage  reserve  is  a  checking  account  and  dead  storage  is 
a  savings  account  with  a  severe  penalty  for  early  withdrawal . 
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The  proposed  allocation  program  will  give  the  HCMRA  sole 
ownership  of  the  dead  storage  reserve.  The  program  allows  the 
MCWRA  to  transfer  or  sell  all  or  a  portion  of  the  basin's  dead 
storage  reserve  to  private  parties  at  a  later  time. 

1.  Mstsr  Crsdlts 

In  this  proposed  program,  a  water  credit  denotes 
ownership  of  the  water  held  in  the  aquifer.  Bach  water  credit 
represents  legal  ownership  of  one  acre- foot  of  water  in  the 
aquifer  for  an  indefinite  period  of  time.^^  Under  the 
proposed  program,  these  water  credits  can  be  freely  traded  or 
banked  by  the  owner  for  iiulefinite  period  of  time.  The  single 
limitation  Is  that  a  water  credit  can  only  be  redeemed  for 
water  within  the  cone  in  which  it  originated. 

Water  credits  will  initially  be  allocated  to  the  NCWRA 
based  on  the  best  available  hydrological  data  about  the 
current  amount  of  water  stored  in  the  Salinas  Valley 
Groundwater  Basin.  Private  parties  can  obtain  these  water 
credits  by  purchasing  th«n  from  MCWRA  or  receive  water  credits 
from  MCWRA  for  conserving  water  over  a  period  of  tims.^* 

Water  credits  provide  economic  incentive  for  well 
owners  to  conserve  groundwater  and  improve  the  proposed 
program's  water  allocation  and  conservation  efficiency  through 

^^One  water  credit  •  1  ac-ft  •  125. 8S0  gallons  of  water. 

^^Water  conserved  is  defined  as  the  amount  of  groundwater 
authorixed  for  consuiqpticm  minus  the  amount  actually  consumed 
St  the  end  of  the  annual  reporting  period. 
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free- trade.  They  also  provide  a  vehicle  for  well  owners  to 
slowly  acquire  ownership  of  the  water  in  the  groundwater 
basin.  Host  of  the  live  storage  reserve  in  the  Salinas  Valley 
Groundwater  basin  has  been  exhausted.  The  private  parties  and 
MCWRA  will  becoone  co-o%mers  of  the  basin's  live  storage 
reserve  as  it  is  replenished  through  net  recharge  flow  into 
the  grouxidwater  basin  and  water  conservation. 

2 .  Hater  Sliaras 

A  water  share  is  a  trading  unit  used  to  describe  water 
that  can  be  safely  extracted  from  the  aquifer  based  on  the  net 
annual  recharge.  Bach  water  share  represents  an  indefinite 
legal  right  to  a  thousandth  of  a  percent  of  the  safe  extrac¬ 
tion  volume  baaed  on  the  prior  year's  net  recharge  for  that 
zone.  Under  this  definition,  100,000  water  shares  per  zone 
are  available  for  distribution;  there  are  400,000  shares  for 
the  entire  SVGB.  Mith  approximately  4,000  qualifying  wells, 
an  average  100  shares  can  be  distributed  to  each  well  owner  in 
the  valley. 

These  water  shares  can  be  freely  traded,  but  only 
within  the  zone  where  the  water  share  originated.  Any  water 
share  not  fully  exercised  by  the  end  of  the  reporting  period 
would  be  retained  by  its  owner  as  a  water  credit. 

For  example,  suppose  a  well  owner  owns  100  water 
shares  within  a  zone  that  has  a  10.000  acre- feet  (ac-ft) 
annual  recharge  rate.  The  well  owner  can  pump  10  ac*ft  of 
groundwater  that  year.  If  only  9  ac-ft  of  groundwater  is 


92 


planned  that  year,  the  well  owner  automatically  receives  one 
water  credit  at  the  end  of  the  year. 

D.  TBB  POLICY  FOR  ALLOCATING  INITIAL  WATER  SHARES 

Under  this  program,  MCWRA  would  have  two  alternatives  for 
allocating  the  initial  water  shares:  it  could  sell  its 
shares,  for  either  a  fixed  price  or  by  auctioning  them  off  to 
the  highest  bidders;  or  it  could  allocate  shares  to  existing 
well  owners  based  on  prior  groundwater  consun^tion,  acreage 
owned  '^r  a  combination  of  both.  One  benefit  of  the  free- trade 
allocation  system  is  "that  the  ultimate  allocation  of  these 
pemats  (shares)  among  th ;  emitters  (parties)  will  be  cost- 
effective  regardless  of  their  initial  allocation  as  long  as 
the  permit  (shares)  market  is  con5)etitive,  which  was  formally 
proven  by  Montgomery  in  1972"  [Ref.  17 :p.  251] . 

The  process  of  auctioning  or  selling  water  shares  is 
relatively  straight  forward.  The  auction  process  could  be 
patterned  after  the  National  Economic  Research  Associates, 
Inc.'s  report  on  "Market -based  Approaches  To  Reduce  The  Cost 
of  Clean  Air  in  California's  South  Coast  Basin."  This  auction 
process  requires  interested  parties  to  submit  sealed  bids  to 
MCWRA.  Bach  bid  would  include  the  number  of  water  shares  in 
each  zone  the  bidder  wishes  to  purchase  euid  the  bid  price  for 
each.  Once  all  of  the  bids  are  submitted,  the  market -clearing 
price  tfould  be  determined;  i.e.,  the  highest  price  at  which 
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the  number  of  shares  demanded  equals  the  quantity  being 
offered.  If  a  bidder's  bid  price  is  higher  than  or  equal  to 
the  clearing  price,  the  bidder  would  receive  the  number  of 
shares  at  the  price  bid.  Shares  purchased  at  this  auction 
could  be  traded,  held,  or  banked  by  conversion  to  urater 
credits  at  the  end  of  each  annual  reporting  period. 

The  process  of  selling  t#ater  shares  at  a  fixed  price  is 
similar  to  the  process  of  selling  water  shares  at  an  auction. 
In  this  scenario,  MCWRA  would  have  to  estimate  the  market - 
clearing  price  prior  to  the  sale.  The  time  and  day  of  the 
sale  would  be  announced  publicly.  The  shares  would  be  sold  on 
a  "first  come,  first  served*  basis.  This  is  similar  to 
current  concert  or  athletic  event  tickets  sales. 

The  magnitude  of  the  revenues  collected  from  an  auction  or 
fixed  price  sale  of  water  shares  could  be  sxibstantial .  For 
example,  the  current  mean  recharge  rate  for  the  Salinas  Valley 
Groundwater  Basin  (1970-92  years)  is  496,000  acre-feet  per 
year  (Ref.  2:pp.  5*14].  Based  on  historical  research  by  the 
Rand  Corporation  on  California  water  documents  and  statistics, 
the  market  price  of  mter  in  a  free  market  allocation  program 
is  predicted  to  be  roughly  equal  to  the  extraction  cost  plus 
$15  to  $30  per  ac-ft  of  water.  The  exact  amount  is  iiiq>ossible 
to  predict  with  present  data  (Ref.  19 :p.  61].  Since  current 
well  owners  do  not  pay  for  the  privilege  of  punping 
groundwater  from  the  basin,  the  predicted  water  share  price 
would  be  between  $15  to  $30  based  on  Rand  Corporation 
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estimates.  Therefore.  MCWRA  could  conceivably  generate 
revenue  between  $7,470,000  and  $14,940,000  from  selling  these 
water  shares. 

The  revenue  collected  from  this  sale  or  auction  could 
presxunably  be  used  to  fund  water  projects  that  would  increase 
the  recharge  efficiency  of  the  basin,  atnd/or  develop  or  io^rt 
new  water  resources  into  the  valley.  An  alternative  use  of 
the  funds  would  be  to  reduce  other  taxes  imposed  by  local  area 
governments . 

This  sale  or  auction  could  cause  at  least  one  negative 
side  effect.  It  would  theoretically  separate  the  value  of  the 
land  from  the  value  of  the  water  underneath  it.  Thus,  land 
values  could  decrease,  lo«fering  the  coenunity's  property  tax 
revenue . 

An  alternative  approach  to  fixed  price  sales  and  auctions 
is  to  distribute  initial  water  shares  freely  to  current  well 
owners  based  on  acreage,  historical  consumption  or  a 
combination  of  both.  If  water  shares  are  allocated  by 
acreage,  it  would  benefit  the  agricultural  community  more  than 
private  industry.  (Private  industry  consumes  significantly 
more  water  per  acre  of  land  than  the  farming  community.)  If 
water  shares  are  allocated  by  historical  consunption,  meiidt>er8 
of  the  farming  conmunity  would  receive  different  allocations 
according  to  their  prior  choices  of  crops  and/or  method  of 
water  application.  Furthermore,  water  users  who  have 
previously  invested  in  conservation  methods  would  be 
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penalized,  lliue.  either  allocation  scheme  would  be  considered 
unfair  by  certain  parties. 

The  way  to  odnlmlze  these  problems  Is  to  coodslne  both 
allocation  schemes.  Water  shares  could  be  allocated  based  on 
historical  consumption  for  Industry,  govensnental  and 
Institutional  well  owners.  For  the  farming  coenunlty,  water 
shares  could  be  based  on  acreage;  specifically,  fazmable 
acreage  times  the  water  conausied  per  acre  by  the  highest  water 
consun^tlon  crop  grown  In  that  zone.  This  allocation  scheme 
reduces  the  Inequity  created  by  differences  In  water 
consultation  versus  acreage  owned  as  well  as  inequalities 
created  in  the  fanning  connunity  by  Individual  crop  choice. 
Irrigation  method,  and  past  conservation  practices. 

This  combination  approach  to  allocating  Initial  water 
shares  Is  likely  to  receive  more  support  from  the  community 
than  the  two  methods  mentioned  earlier.  The  majority  of  well 
owners  typically  feel  they  still  retain  rlparlaux  rights  to 
groundwater  underneath  their  land.  Well  owners  would  probably 
feel  Indignant  about  purchasing  something  they  believe  that 
they  already  own. 

Allocating  trater  shares  by  a  combined  approach  would  be 
relatively  straight  forward.  MCWRA  would  first  detezmine  the 
historical  safe  groundwater  extractlOT  volume  for  each  of  the 
four  hydrological  trading  zones,  using  for  example  a  mean  five 
year  average  for  the  period  1962-1987.  (This  period  was 
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selected  because  it  was  the  last  normal  five  year  recharge 
period  before  the  1988-1992  drought.) 

The  second  step  requires  all  industrial,  governmental  and 
institutional  well  owners  to  document  their  «fater  consumption 
for  1982  through  1987.  This  would  be  used  to  calculate  their 
mean  annual  water  consumption  rate.  If  this  data  is  not 
available,  or  is  currently  inaccurate,  they  may  use  the  1988  - 
1993  period  to  derive  their  mean  annual  %«ater  consumption 
rate.  If  there  is  no  water  consumption  data.  MCMRA  %fOuld  then 
determine  mean  annual  water  consumption  based  on  the  best 
available  engineering  estimates.  Well  owners  in  the  farming 
community  would  be  required  to  submit  figures  giving  their 
total  acreage  and  their  faxmable  acreage. 

The  third  step  is  to  subtract  the  zone's  total  industrial, 
governmental  and  institutional  anniial  water  consumption  rate 
(lAWC)  from  the  zone's  mean  historical  annual  safe  cnctraction 
volume  (ASBV) .  The  difference  (lAWC-ASEV)  is  divided  by  the 
farming  acreage  ( ( (lAWC-ASBV)/  Acres) -Z)  .  This  determines  the 
annual  groundwater  per  acre  (Z)  for  the  farming  conimunlty. 

A  second  set  of  calculations  are  then  worked  back  through 
again  to  determine  if  the  individxuil  farmer  is  receiving  a 
fair  and  equitable  amoxint  of  water.  This  is  accomplished  by 
multiplying  the  acres  owned  by  an  individual  farmer  (Acres)  by 
the  groundwater  per  acre  for  farmers  (Z)  .  This  is  compared  to 
the  amount  calculated  by  multiplying  historical  farmable 
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acreage^®  (PA)  by  the  consumption  rate  of  the  crop  with  the 
highest  annual  water  consuoqption  per  acre  {AMCC  in  Acre- feet) 
in  that  zone  (which  in  most  zones  will  be  lettuce  or  celery) . 
Annual  water  consuo^tion  rate  figures  per  acre  per  crop  will 
be  based  on  standards  established  by  Monterey  County  Agricul¬ 
tural  Extension  Service.  The  farmer's  annual  cor  otion  rate 
is  the  greater  of  these  two  calculations.  Thib  process  is 
repeated  for  each  agricultural  farmer  with  wells. 

The  revised  farming  community's  annual  «fater  consumption 
rate  is  then  added  to  the  industrial,  governmental,  institu¬ 
tional  cosnunity  total.  This  is  the  total  annual  mean 
consumption  rate  for  that  zone.  It  will  be  greater  than  the 
mean  annual  safe  extraction  volume  for  the  zone^^.  To 
correct  for  this,  the  annual  safe  extraction  volume  is  divided 
by  the  total  annual  consumption.  This  yields  a  correction 
factor.  To  calculate  the  maximum  authorized  annual 
consumption  for  an  individual  well  owner,  the  well  owner's 
annual  consunqption  rate  (as  calculated  above)  is  multiplied  by 
the  correction  factor. 

Once  all  well  owners'  authorized  annual  consumption  rates 
have  been  calculated,  the  number  of  shares  per  well  owner  is 

^^The  historical  farmable  acreage  will  be  determined  by 
examining  historical  crop  revenue  and  production  records. 

^^Thls  is  due  to  the  allocation  process  for  the  farming 
community.  This  process  allows  the  farming  community  to  have 
a  higher  authorized  annual  consunptlon  rate  than  its 
historical  annual  consuiq;>tlon  rate  would  indicate. 
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determined.  Recall  that  a  water  share  is  a  thousandth  of  a 
percent  of  the  safe  extraction  volume.  The  number  of  shares 
to  be  issued  to  each  otraer  are  calculated  by  dividing  each 
well  owner's  authorized  annual  consuo^tion  rate  for  that  zone 
by  the  annual  historical  recharge  rate  for  that  zone  and  then 
multiplying  by  100,000  (the  number  of  shares  that  will  be 
allocated  in  the  zone)  .  The  result  is  the  nun^r  of  water 
shares  that  the  individual  «tell  owner  receives  as  am  Initial 
allocation.  This  allocation  scheme  tries  to  minimize 
inequalities,  but  some  may  remain.  Of  course,  the  initial 
allocation  will  not  affect  the  final  distribution  of  shares. 
It  only  determines  the  initial  owners  of  water  shares. 

This  allocation  process  does  not  create  wealth  for 
Individual  «fell  owners  (current  owners  already  receive  this 
wealth  in  the  form  of  groundwater)  .  It  simply  defines  the 
value  of  this  wealth  more  clearly.  Providing  the  well  owners 
"with  clear  title  to  the  groundwater  will  not  add  to  their 
wealth  but  will  merely  allow  them  to  transform  their  wealth 
from  water  into  money,  if  they  so  wish,  by  reducing  their 
water  use*  [Ref.  19 :p.  38]  .  New  wealth  will  only  l>e  created 
as  former  inefficiencies  in  the  use  of  water  are  eliminated. 
This  new  wealth  will  be  shared  widely  among  the  existing  water 
users  in  the  individual  zones. 
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1.  Tn  POLXCT  r0&  ALLOCJLTZXQ  ZVZTXAL  KUTn  CUDZTS 

MCWRA  has  three  choices  for  allocating  rights  to  the 
Initial  stock  of  groundwater  held  In  the  ac^ulfer.  The  agency 
can  retain  omershlp  over  the  existing  groundwater,  allocate 
It  to  well  owners,  or  a  cos^lnation  of  both.  These  ground- 
water  rights  are  held  as  water  credits.  Bach  credit  repre¬ 
sents  one  acre- foot  of  groundwater.  The  Initial  number  of 
water  crctdlts  will  be  based  on  an  Independent  engineering 
estimate  of  the  total  volume  of  groundwater  held  in  the 
Salinas  Valley  Groundwater  Basin. 

Currently,  the  valley's  well  owners  have  extracted  most  of 
the  groundwater  In  the  aquifer's  live  storage  reserves  and 
have  begun  extracting  grouxidwater  from  the  dead  storage 
reserves.  Evidence  supporting  this  Includes  seawater 
Intrusion  and  the  Increasing  concentrations  of  dissolved 
minerals  (hardness) .  Seawater  Intrusion  occurs  when  the 
basin's  groundwater  reserve  drops  below  the  natural  water 
level  of  the  dead  storage  reserves.  Hardness  of  the 
groundwater  generally  increases  as  water  is  extracted  from  the 
dead  storage  reserve.  Hardness  Is  directly  related  to  the 
length  of  time  the  trater  Interacts  with  soluble  minerals.  In 
other  «»ords,  the  length  of  tloie  the  water  Is  held  In  the 
basin.  The  water  held  In  the  dead  storage  reserve  Is  the 
oldest  water  In  the  basin.  Thus,  It  usually  has  a  higher 
concentration  of  dissolved  mineral  content  than  the  water  held 
In  the  live  storage  reserve. 


100 


Allocating  the  water  stock  in  dead  storage  to  the  MCHRA 
does  not  affect  the  system's  allocation  efficiencies.  This 
assumes  that  the  dead  storage  reserves  would  only  be  consumed 
in  times  of  drought  or  to  stabilize  the  market  price  of  water 
shares  or  credits,  in  a  manner  similar  to  the  way  that  the 
Federal  Reserve  Board  controls  the  U.S.  currency  system.  It 
is  critical  that  MCWRA  does  not  abuse  this  ability  because  of 
the  serious  side  effects  caused  by  extracting  too  much 
groundwater  from  this  region,  i.e.,  sea«rater  intrusion, 
permanent  damage  to  basin's  holding  capacity,  devaluation  of 
water  shares  and  credits. 

If  and  when  a  serious  drought  occurs,  it  is  also  assumed 
that  the  MCWRA  will  use  the  dead  storage  reserve  water  credits 
to  increase  the  water  authorized  for  extraction.  This  would 
reduce  the  economic  hardship  placed  on  well  owners  by  a 
drought . 

Considering  the  externalities  associated  with  consuming 
the  aquifer's  dead  storage  reserve,  the  groundwater  rights  to 
the  dead  storage  reserve  should  be  retained  by  the  NCNRA.  In 
addition,  the  MCNRA  should  be  able  to  sell  or  transfer  these 
groundwater  rights  at  any  time.  This  allows  NCNRA  additional 
flexibility  to  influence  the  open  market  price  of  groimdwater. 
They  can  buy  and  sell  trater  credits,  just  as  the  Federal 
Reserve  board  influences  interest  rates  by  buying  and  selling 
government  bonds. 
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OH  POMPZMO  ACnVITT 

Under  this  system,  the  volume  of  groundwater  represented 
by  one  share  is  based  on  the  prior  year's  recharge  volume  in 
the  Salinas  Valley  Groundwater  basin.  MCHRA  already 
calculates  this  volume  each  year,  as  required  by  the  Monterey 
County  Hater  Resources  Agency  Act.  (Stats.  1990,  Chap.  1159) 
Recharge  volume  determines  the  amount  of  groundwater  that  can 
be  extracted  without  harming  present  and  future  basin  use. 
The  proposed  allocation  plan  siiiq>ly  requires  the  MCHRA  to 
determine  the  prior  year's  annual  safe  extraction  volume 
individually  for  the  four  hydrological  trading  zones  in  the 
Salinas  Valley. 

Once  the  prior  year  safe  extraction  volume  has  been 
determined,  it  is  simple  to  establish  the  groundwater  volume 
per  water  share.  As  described  In  Section  C  of  this  chapter, 
one  water  share  represents  one  one -thousandth  of  a  percent  of 
the  safe  extraction  volxime  based  prior  year's  recharge  for  the 
particular  zone  in  question.  TO  calculate  the  volume  per 
share  for  a  particular  zone,  sliqply  divide  the  established 
recharge  volume  for  that  zone  by  100,000. 

The  proposed  allocation  plan  uses  the  prior  year's 
recharge  volume.  This  Is  primarily  based  on  historical 
rainfall  data  and  stream  measurements.  The  current  year's 
recharge  volume  would  be  based  on  projected  estimates  of 
rainfall  and  stream  flows.  Using  prior  year  volumes  will 
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reduce  the  funount  of  subjectivity  and  judgement  required  to 
calculate  the  recharge  volume.  MCWRA  can  determine  the  safe 
extraction  volume  for  the  prior  year  with  a  high  degree  of 
accuracy  using  engineering  estimates  from  the  agency's  network 
of  monitoring  stations  for  rainfall,  reservoirs,  rivers  and 
streams. 

To  avoid  negative  externalities  when  an  individual  well 
owner  exceeds  the  well's  natural  extraction  capacity,  limits 
need  to  be  set  on  the  flow  rate  for  groundmter  pumping.  'The 
limit  should  be  based  on  the  hydrological  and  geological 
conditions  at  the  well  and  the  proximity  to  neighboring  wells. 
'The  negative  externalities  that  may  occur  in  these  circxim- 
stances  are: 

1.  Development  of  a  localized  cone  of  depression  that  would 
cause  soil  subsidence  to  take  place  somewhere  within  the 
localized  area.  This  dcrvalues  that  prqperty  and 
permanently  reduces  the  aquifer  holding  capacity. 

2.  Localized  lowering  of  the  water  table  increases  the 
pumping  costs  for  adjoining  wells. 

The  task  of  establishing  extraction  limits  for  individual 

wells  will  mostly  likely  be  assigned  to  the  MCWRA.  The  agency 

will  need  to  define  extraction  flow  limits  based  on  the  number 

of  gallons  per  hour,  per  day.  per  hydrological  season  and  per 

year. 

One  issue  that  needs  to  be  resolved  is  whether  or  not  to 
restore  the  groundwater  stock  to  its  natural  volume.  This 
thesis  won't  discuss  this  issue  but  provides  the  necessary 
means.  One  possibility  would  be  to  allocate  95%  of  the  auinual 
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safe  extraction  volume  to  well  oimers.  retaxiiing  the  rest  to 
build  up  the  reserve  groundwater  stock.  The  basin  has  been 
overdrafted  by  7.4%  from  1970  to  1992,  based  on  the  current 
groundwater  model  developed  by  Montgomery  Watson.  Eliminating 
this  overdraft  and  allocating  5%  of  the  annual  safe  extraction 
volume  to  replenish  the  groundwater  stock  is  probably  the 
maximum  that  is  economically  feasible. 

0.  TSB  OUXOILZXBS  JUD  1B8T&ZCTZGH8  FOR  TBS  TRADZSO  PSOOSAM 

This  allocation  program  incorporates  trading  to  encourage 
participants  to  reduce  groundwater  consumption  in  a  way  that 
minimizes  society's  total  conservation  costs.  Owners  and 
operators  of  groundwater  wells  will  be  able  to  purchase  water 
shares  and  credits  to  increase  their  groundwater  allocation. 
Well  otmers  who  reduce  their  groundwater  consus^tion  by  any 
means  can  sell  their  unneeded  shares.  Private  parties  who  do 
not  own  or  operate  groxindwater  wells  will  also  be  allowed  to 
purchase  axid  sell  water  shares  and/or  credits,  which  will 
prooiote  market  efficiency. 

For  this  allocation  system  to  maximize  efficiency  and 
operate  smoothly,  the  trading  rules  need  to  be  sliiple, 
accessible  and  enforceable,  while  still  maintaining  the 
syston's  integrity.  The  National  Economic  Research 
Associates,  Inc.  identified  three  market  requirements  through 
a  feasibility  study  of  a  free  market  approach  to  reducing  air 
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pollution  emissions  in  the  Los  Angles  area  [Ref.  20 :p.  3-17] . 

These  market  requirements  include: 

The  market  is  to  be  efficient.  This  means  that  the  cost 
of  accessing  the  market,  completing  a  transaction,  and 
responding  to  new  market  or  price  information  is 
minimized. 

The  market  is  to  be  capable  of  disseminating  accurate  and 
timely  price  and  volume  information  for  past  and  current 
transactions,  and  expectations  for  the  future. 

The  market  is  to  be  liquid.  A  buyer  and  seller  must  have 
the  eibility  to  complete  a  trade  quickly  at  a  price  similar 
to  previous  transactions. 

Using  these  three  requirefsents,  a  variety  of  market  structures 
can  be  used  to  establish  a  trading  system.  There  are  two 
major  types  of  markets:  the  direct  search  market,  which 
allo%«s  buyers  and  sellers  to  seek  out  their  own  trading 
partners;  and  the  broker  market  that  uses  an  intermediary  to 
identify  and  assist  interested  buyers  and  sellers  in 
completing  their  transaction.  For  direct  a  search  market  to 
be  efficient,  participants  oust  have  direct  access  to  market 
and  price  information,  as  well  as  a  list  of  interested  parties 
willing  to  exchange  their  resources.  An  example  of  such  a 
market  is  the  used- car  market. 

Since  water  rights  markets  are  relatively  new.  a  broker 
system  appears  to  be  the  most  appropriate  market  structure. 
The  broker  system  should  help  eliminate  participants' 
confusion  and  stimulate  market  participation.  A  broker  onarket 
system  would  be  similar  to  the  stock  market.  An  individual 
would  go  to  the  MCmiA  (the  broker)  to  purchase  or  sell  water 
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shares  or  credits.  The  MCWRA  broker  would  charge  a  small  fee 
for  each  market  transaction  processed.  This  revenue  would 
offset  the  administrative  costs  of  acting  as  the  broker. 

To  establish  this  market,  all  well  o%mers  who  are  required 
to  participate  in  the  program  would  register  in  a  trading  zone 
according  to  their  well  location.  Any  person  or  organization 
who  otms  or  may  own  water  shares  or  credits  would  also  be 
registered.  The  proposed  program  would  delineate  those 
actions  that  would  change  the  participant  list.  These  actions 
would  include:  adding  or  subtracting  water  shares  or  credits 
to  the  official  record  of  ownership  due  to  financial  trans¬ 
actions.  registering  new  participants,  removing  participants, 
and  changing  well  owners  or  participants  named  in  the  record. 

Bach  existing  well  owner  would  be  allocated  their  water 
shares  based  on  the  initial  water  allocation  plan.  Share 
ownership  would  be  recorded  at  NdfRA.  A  copy  of  the  official 
allocation,  as  well  as  the  groundMter  extraction  limitations, 
would  be  sent  to  each  individual  well  owner.  Bach  participant 
would  receive  a  copy  of  their  official  water  consumption  and 
transaction  report  each  qxMirter.  The  report  would  be  similar 
to  a  bank  account  statesient.  It  would  be  divided  into  three 
sections:  credits,  debits,  and  net  position.  The  credit 
section  would  be  divided  into  five  subsections:  the  number  of 
water  shares  owned  at  the  beginning  of  the  period;  the  nusBier 
of  water  shares  purchased;  the  number  of  water  credits 
purchased;  the  number  of  water  credits  earned;  and  the  total 
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of  all  credits,  expressed  in  acre- feet  of  groundwater.  The 
debit  section  would  have  three  subsections:  the  groundwater 
extracted  (prior  and  current)  ,  the  niimber  of  water  shares 
sold,  and  the  number  of  water  credits  sold.  The  last  section 
details  each  participant's  net  position.  This  is  the  amount 
of  groundwater  available  to  be  extracted  or  sold.  (See  Figure 
4-2) 

Once  well  owners  have  received  their  official  water 
allocation,  they  may  sell  their  water  shares  at  any  time. 
Water  credits  may  be  sold  after  the  program  has  existed  for 
one  reporting  period  and  the  participants  have  received  their 
official  report.  The  trading  process  is  fairly  straight¬ 
forward.  An  individual  who  wishes  to  sell  or  buy  water 
credits  or  shares  places  an  order  with  the  MCWRA  Trading  Des}c. 
Sellers  iiidicate  the  number  of  shares  or  credits  they  wish  to 
sell  and  the  price  per  share  or  per  credit.  The  seller  can 
either  sell  at  the  current  market  price,  or  set  a  price  higher 
tnan  market  and  hope  there  is  excess  demand  at  the  current 
price . 

The  same  process  describes  buyers.  Buyers  can  place  an 
order  for  water  shares  or  credits  at  the  current  market  price 
or  at  a  low«r  price  hoping  that  there  is  excess  supply  at  this 
price.  Each  order  trould  stand  for  a  set  period  (e.g.,  thirty 
days)  or  until  the  order  is  executed,  which  ever  comes  first. 
Upon  expiration,  individuals  can  either  renew  or  remove  their 
orders.  If  MCWRA  does  not  receive  directions  to  the  contrary. 
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the  order  would  automatically  be  removed.  After  ccwpleting  a 
trade,  both  the  buyer  and  the  seller  would  receive  official 
notification.  The  funds  would  automatically  be  transferred  to 
the  seller's  individual  bank  account.  The  buyer  has  ten 
working  days  to  settle  his  account.  Any  debt  outstanding  past 
this  allotted  time  would  result  in  the  automatic  reversal  of 
the  sale. 

The  MCWRA  would  also  be  able  to  purchase  and  sell  water 
credits  or  shares  under  this  program.  This  allows  the  agency 
to  Influence  the  market  price.  They  may  also  reduce 
groundwater  extraction  in  the  groundwater  basin  by  purchasing 
water  credits  and  shares  and  retiring  them  from  the  market 
Indefinitely. 

This  type  of  trading  program  is  working  extremely  well  for 
the  South  Coast  Air  Quality  Management  District  in  Los 
Angeles.  However,  this  trading  program  is  managed  by  commer¬ 
cial  security  brokers  and  not  by  the  district. 


B.  THB  TBADZHQ  BOMBS  AMD  OTHER  RBSTRICTZOMS  OM  TRADZMG 

Trading  zones  are  established  to  match  the  basin's  ability 
to  reach  a  new  localized  equilibrium  after  shifting  ground- 
water  extraction  from  one  location  to  another.  The  eunount  of 
time  it  takes  the  aquifer  to  reach  a  new  localized  equilibriiufi 
is  a  critical  element  in  defining  trading  zones.  It  deter¬ 
mines  the  physical  distance  over  which  water  transfers  can 
take  place  without  negatively  affecting  the  aquifer. 
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Hydrological  and  geological  structures  in  the  basin  have 
created  zones  that  are  conducive  to  this  allocation  plan. 
Trading  between  these  zones  should  not  be  permitted  because 
the  soil  lacks  sufficient  hydraulic  conductivity  to  balance 
the  groundwater  across  zones  in  a  reasonable  amount  of  time 
(greater  than  year) .  Based  on  discussions  with  MCWRA,  it 
appears  that  the  four  prior  established  hydrological  regions 
would  seem  to  make  reasonable  trading  zones.  (See  Figure  2-2 
in  Chapter  II)  However,  this  area  of  the  allocation  plan 
requires  further  research. 

Water  shares  and  cred:..ts  cem  only  be  posted  to  an 
individual's  groundwater  extraction  account  if  that  account  is 
registered  in  the  zone  from  which  the  share  or  credit 
originates.  This  requirement,  however,  does  not  preclude 
individuals  from  purchasing  and/or  selling  water  credits  or 
shares  from  other  zones  for  investment  purposes. 

An  additional  restriction  may  be  placed  on  the  trading 
program  to  prevent  a  massive  water  sellout  by  the  agricultural 
comnunlty.  A  massive  sellout  could  cause  structural  changes 
in  local  economies.  This  appears  to  be  very  unlikely  due  to 
the  economics  of  farming.  Conversations  with  people  in  the 
agricultural  community  suggests  that  most  farmers  would 
probably  modify  their  crop  pattern  and/or  intensity  of 
irrigation  to  maximize  profits  from  both  selling  their  water 
rights  and  farming.  However,  to  reduce  prolaabllity  of  these 
structural  changes  crater  sellers  could  be  restricted  to 
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transferring  some  maxlmxun  percentage  of  their  water  shares  in 
the  first  year.  This  percentage  could  rise  in  succeeding 
years  until  ultimately  reaching  unlimited  transfers.  This 
would  give  time  to  absorb  the  effects  of  the  transfers  and 
alleviate  any  undesired  externalities. 


I.  TBB  NONITORZNG  AND  XNFORCBMBNT  PROGRAM 

Monitoring  and  enforcing  this  kind  of  allocation  system 
requires  the  technical  ability  to  detect  pumping  violations 
and  the  legal  ability  to  punish  detected  violations.  Monitor¬ 
ing  extraction  rates  is  a  key  aspect  of  this  and  any  other 
allocation  system.  Without  it,  well  owners  would  most  likely 
cheat  the  system  for  economic  gain.  The  allocation  system 
efficiencies  and  incentives  to  conserve  groundwater  would  be 
lost.  Thus,  it  is  critical  to  detect  violators  cmd  suffi¬ 
ciently  penalized  them  to  minimize  the  incentive  to  cheat. 
The  fine  would  have  to  be  determined  via  the  political 
process . 
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Remote  sensors  (RTU)  tied  to  the  flowmeter^*^  on 
individual  wells  would  make  it  possible  for  a  single  agency  to 
monitor  historical  and  real-time  pumping  activity  of  hundreds 
of  wells  throughout  the  valley.  The  monitoring  system  could 
use  a  small  high-speed  business  con^uter  with  large  memory 
capacity  and  a  high  speed  modem.  This  ccxnputer  could  be  data 
linked  to  all  the  wells  in  the  Salinas  Valley  via  the 
telephone/LAN  line  or  a  cellular  network.  The  ccmnputer  could 
obtain  data  from  each  remote  sensor  on  a  daily  basis.  The 
software  would  calculate  and  record  the  amount  of  groundwater 
extracted  from  each  well,  and  Identify  violators  who  exceed 
their  piin^ing  limitations. 

The  computer  could  also  be  used  to  record  water  shares  eund 
credits  and  track  trades.  Using  this  data,  it  could  compile 
and  print  the  official  water  extraction  quarterly  and  annual 
reports.  With  this  monitoring  system,  the  operator  could  also 
monitor  any  well's  real-time  pumping  activity  without 
notifying  the  well  owner.  This  would  help  deter  cheating. 
This  monitoring  system  would  estaU^lish  a  definable  euid 


^^Bach  individual  well  would  have  a  frequency  generator, 
analog/digital  converter,  microprocessor  with  data  storage 
capability,  and  a  built-in  high-speed  modem  capable  of  reading 
and  recording  the  flow  rates  from  the  installed  flow  meter  on 
the  Individual  well .  This  RTU  could  be  powered  from  either 
the  phone  power  source,  or  by  solar  power  for  remote  wells 
that  require  data  transmission  through  a  cellular  network. 
Remote  sensors  would  have  the  capacity  to  store  48  hours  of 
data.  The  system  operator  could  shut  the  system  down  for  up 
to  48  hours  for  maintenance  or  repairs  without  losing  any 
data. 
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enforceable  system  for  protecting  individual  water  shares  and 
credits.  It  could  be  used  in  conjunction  with  any  allocation 
plan. 

J.  PROCIDUUS  FOR  MIR  COMMIRCXAL  NRTIR  USERS  TO  OBTAIN  NATRR 

CRRDZTS  OR  SHRRBS  TO  SBCURB  QROUMDWATBR  RBSOORCBS  AHD 

POLICY  OH  CLOSZMO  RXZSTZHa  RILLS 

This  proposed  allocation  system  would  not  allocate 
additional  shares  to  new  c<»nnercial  wells.  The  overall 
groundwater  extraction  limit  is  restricted  based  on  the  annual 
safe  extraction  volume  and  the  amount  of  vrater  credits  turned 
in  for  consuii9}tion.  This  ensures  that  the  Salinas  Valley 
Groundwater  Basin  is  never  overdrafted  except  during  times  of 
severe  drought.  As  in  n\junerous  existing  pollution  trading 
programs  (i.e.,  the  Federal  Government  Acid  Rain  program  and 
Reclaim  NOX-SOX  program) ,  a  new  comnercial  well  owner  would 
have  to  obtain  water  shares  and/or  credits  frcxn  existing 
owners  before  extracting  groundwater  from  the  Salinas  Valley 
Groundwater  Basin.  The  requirement  to  purchase  water  shares 
emd/or  credits  for  a  new  well  would  be  the  seune  whether  the 
well  is  owned  by  a  firm  or  organization  participating  in  the 
Initial  allocation,  or  by  a  firm  which  has  not  previously 
participated  in  the  trading  program.  Thus,  this  system  does 
not  impose  unfair  barriers  to  entry  by  new  participants. 

This  proposed  allocation  system  would  also  allow  the  MCWRA 
to  transfer  or  sell  its  water  credits  to  new  firms  relocating 
in  the  Salinas  Valley.  It  gives  local  government  the  flexi- 


bility  to  give  financial  incentives  to  encourage  new  firms  to 
relocate  in  the  valley  by  offsetting  their  relocation  and 
initial  operating  costs. 

K.  DISCEZPTZOH  OF  m  PROPOSE)  ALLOCJkTZOH  PROGRAM'S  ORGAVZZA- 

TZQHRL  STRX7CTDRI 

The  proposed  orgaini rational  structure  assumes  that  there 
will  be  fewer  tham  4,000  participants  in  the  program.  The 
number  of  participants  affects  the  size  of  the  accounting  and 
trading  program  departments.  The  layout  for  the  organiza¬ 
tional  structure  is  patterned  after  MCWRA's  existing  organiza¬ 
tional  structure. 

The  proposed  organization  would  presumably  be  a  division 
of  the  MCWRA  organization.  This  division  would  be  mamaged  by 
a  "Water  Conservation  Manager*  in  accordance  with  the  Monterey 
County  position  classification  guidelines.  This  Water  Conser¬ 
vation  Mamager  would  be  responsible  for  operating  this  water 
allocation  division.  The  manager  would  also  act  as  facili¬ 
tator  and  local  expert  on  the  water  allocation  system  at  all 
governmental  meetings  concerning  water  conservation  or 
allocation.  An  administrative  secretary/ receptionist  would  be 
assigned  to  support  the  manager  and  the  division's  administra¬ 
tive  requirements.  (See  Figure  4-3) 
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Figure  4-3.  Free  Market  Program's 

Organizational  Structure 
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This  organization  would  be  divided  into  two  branches,  the 
Enforcement  &  Monitoring  branch  and  the  Trading  &  Accounting 
branch.  The  Enforcement  &  Monitoring  branch  would  operate  and 
maintain  the  computerized  monitoring  system,  including  the 
remote  sensors.  It  would  inspect  all  commercial  wells 
(defined  by  this  allocation  program)  to  assure  compliance  with 
the  allocation  program.  This  breuich  would  include  a  "Ccmputer 
Operation  Technician  1"  and  "Water  Conservation  Technician.” 
These  two  indivldiials  would  report  directly  to  the  Division 
manager. 

The  Trading  aind  Accounting  branch  would  execute  and  record 
all  traded  water  shares  cmd  credits  emd  produce  the  quarterly 
and  annual  allocation  reports.  This  branch  would  be  super¬ 
vised  by  a  "Senior  Accountant  Auditor,  ”  who  would  operate  the 
trading  program.  This  individual  would  be  assisted  by 
"Accounting  Clerks."  The  clerks  would  act  like  account 
brokers,  assisting  program  participants  in  trading  their  water 
shares  and  credits.  They  would  also  record  these  trauisac- 
tions.  Based  on  conversations  with  Paine  Webber  Inc.  and  USAA 
Brokerage  Services,  three  Accoimtlng  Clerks  would  be  required 
to  handle  4,000  customer  accounts.  This  assiunes  that  pro¬ 
gram's  participants  will  require  less  time  than  a  client 
requires  with  a  full  service  stock  broker,  but  more  time  than 
with  a  discount  broker. 

This  proposed  administrative  structure  will  be  used  in  the 
following  chapter  to  determine  whether  the  MCWRA  regulatory 
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control  program  or  the  proposed  free -trading  allocation 
program  has  lower  inplementation  costs.  This  information  will 
be  used  in  determining  which  progreun  has  higher  overall 
economic  efficiency. 
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V.  AHIOiTSIS  OF  THB  MCNSA  NXTBR  OROOHDNATER 
ALLOCATION  PROCOtAM  AND  A  PROPOSED  FREE 
MAREET  OROOIIDIIATER  ALLOCATION  PROORAN 

This  chapter  excunlnes  whether  the  proposed  free  market 
allocation  plan  provides  greater  economic  efficiency  than  the 
MCHRA  allocation  scheme  for  a  selected  group  of  property 
owners  in  the  SVGB.  This  analysis  examines  the  cost  of 
estadslishing  each  program  and  the  estimated  economic  intact 
each  will  have  on  three  sectors  of  the  Salinas  Valley:  the 
industrial  sector  (focusing  on  agricultural  production 
companies) ,  tae  urban  water  sector  and  the  agricultural 
farming  community.  Each  sector  is  analyzed  by  taking  a 
selected  conqpany  or  farm  and  estimating  the  cost  of  complying 
with  each  progrcun,  and  the  effects  over  time  of  these 
allocation  programs  on  the  three  sectors. 

The  industrial  sector  has  a  high  water  consumption  rate 
and  is  one  of  the  major  en^loyers  in  the  Salinas  valley.  The 
J.  M.  Smucker  Con^any  was  randomly  selected  from  the  major 
agricultural  production  ccmpanies  operating  in  the  Salinas 
Valley. 

The  representatives  from  urban  water  districts  were  chosen 
from  three  subgroups:  large  urban  water  districts,  small 

urban  water  districts  and  privately  operated  water  districts. 
The  following  organizations  were  selected:  the  City  of 
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Salinas  (large  urban  water  district) ;  the  Marina  Coast  Water 
District  (small  urban  water  district) ;  and  the  California 
Water  Service  Conqpany  (privately  operated  water  district)  . 

Farms  were  selected  based  upon  the  owner's  aUbility  to 
provide  accurate  historical  data  on  crop  acreage,  crop  yield, 
production  cost  and  net  profit  after  pac)cing  and  growing 
costs.  Since  this  data  is  extremely  proprietary,  individual 
farmers  are  not  identified.  Data  frcxn  all  farms  in  the  group 
were  averaged.  Sixteen  farms  participated  in  the  auialysis. 
They  are  located  in  or  near:  Greenfield,  Soledad,  (Sonzales, 
Salinas,  Castroville,  and  Chualar.  At  the  time  of  this 
research,  no  farm  in  the  group  had  accurate  records  of  water 
consunption  per  acre,  by  crop  type.  Nor  did  any  of  the  farms 
have  records  of  the  efficiency  of  their  irrigation  equipment. 
Therefore,  this  amalysis  used  pxiblished  average  water 
consunption  per  acre  of  irrigated  crop  land,  as  developed  by 
the  Montgcxnery  Watson  Groundwater  model  [Ref.  2:pp.  2-3  &  4- 
15]  . 

The  analysis  for  determining  the  con^liamce  cost  for  the 
free  market  allocation  plan  assumes  that  svibsautiple  representa¬ 
tives  can  purchase  or  sell  as  much  water  as  they  desire  at  the 
prevailing  market  price.  This  assun^tion  will  be  reexamined 
at  the  end  of  the  chapter. 

The  theoretical  forms  of  the  equations  used  in  this 
chapter  can  be  found  in  Appendix  A.  This  appendix  also 
describes  the  assun^tions  made  in  these  equations.  The 
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fifteen  equations  described  in  Appendix  A  are  referenced  in 
this  chapter  by  (BQ.  #)  immediately  preceding  the  applicable 
stateoient.  For  exao^le,  (EQ.  4)  $1,562  indicates  that 
equation  4  in  Appendix  A  was  the  basis  for  the  calculation 
that  led  to  the  value  $1,562. 

The  specific  numerical  calculations  that  were  made  using 
these  equations  are  contained  in  Appendix  B.  These  calcula¬ 
tions  are  numbered  from  1  to  162  and  are  referenced  by 
subscripts.  For  example,  $1,562^  indicates  that  the  numerical 
value  $1,562  was  obtained  using  calculation  number  6  in 
Appendix  B. 

A.  IVZTZAL  PROOSAM  OSVlLOPIflHT  AMD  OPERATIMO  COSTS 

Several  assumptions  are  required  to  analyze  the  cost  of 
establishing  each  allocation  plan.  First,  no  organization 
currently  exists  to  inplement  and  monitor  either  allocation 
scheme.  Organizations  for  both  plans  will  be  treated  as  new, 
independent  divisions  of  the  MCHRA  organization.  This 
requires  the  agency  to  hire  new  personnel,  purchase  support 
equlpnwnt  and  furniture,  and  lease  additional  office  space  to 
house  the  new  division. 

MCHRA  currently  appears  to  have  insufficient  staff  to 
properly  manage  any  type  of  water  allocation  program. 
Therefore,  an  Idealized  administrative  structure  will  be 
proposed  for  both  allocation  plaxis,  understanding  that 
economic  reality  will  probably  reduce  the  size  of  the  selected 
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organization  by  making  use  of  existing  administrative 
resources  within  MCWRA.  The  administrative  organization  for 
the  proposed  privatization  allocation  plan  was  described  in 
Chapter  IV.  The  administrative  organization  for  the  MCWRA 
allocation  program  will  be  described  in  the  following  section 
of  this  chapter. 

The  final  fundamental  assumption  concerns  the  number  of 
participants  in  the  allocation  program.  Under  the  Monterey 
County  Water  Resource  Agency  Ordinance  No.  3660,  all  well 
owners  with  discharge  pipes  of  3"  inside  diameter  or  greater 
are  required  to  register  their  wells  with  MCWRA  by  July  1, 
1993.  Currently  2,100  such  wells  have  been  registered  [Ref. 
4}  .  Well  industry  analysis  estimates  that  there  are  approxi¬ 
mately  3,500  to  4,000  qualifying  wells  operating  within  the 
Salinas  Valley  [Ref.  21]  .  Both  allocation  plans  have  the  same 
participation  requirements,  so  a  population  of  4,000  partici¬ 
pants  is  used  for  this  analysis.  Note  that  of  all  the  wells 
in  the  SVGB,  those  having  an  inside  diameter  of  3"  or  greater 
are  estimated  to  account  for  more  than  90%  of  the  groundwater 
extracted  from  the  acjuifer  each  year  [Ref.  21]  . 

1.  lapleMntatlon  and  Operating  Cost  Analysis 
a.  MCNSA  Water  Allocation  Program 

The  administrative  structure  described  here  is 
based  on  interviews  with  the  administrative  staff  of  the  MCWRA 
about  job  classification,  command  amd  control  relationships, 
anticipated  workload  and  reporting  hierarchy  (See  Figure  5-1)  . 
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TION  PROGRAM’S 


Figure  5-1. 


MCWRA  Allocation  Program's 
Organizational  Structure 
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This  administrative  structure  is  not  MCWRA's  proposed 
organization  since  it  was  developed  by  the  author.  It  is  a 
structure,  proposed  for  this  analysis,  that  meets  MCWRA's 
functional  and  operational  requirement.  It  was  verified  by 
MCWRA's  senior  staff  in  a  series  of  meetings.  All  salary 
levels  for  this  orgsinization  comply  with  the  Monterey  County 
county-wide  list  of  position  classifications  auid  pay 
requirements. 

(1)  Personnel  classification  &  costs.  Ihis  new 
division  would  be  headed  by  a  Water  Conservation  Mauiager. 
Responsibilities  of  the  Division  Manager  would  include 
managing  day-to-day  operations,  providing  strategic  planning 
for  the  division  and  representing  the  MCWRA  in  all  water 
allocation  matters.  The  monthly  salary  for  this  position  can 
range  from  $3,542  per  month  to  $4,388  per  month,  based  on  the 
individual's  seniority  and  experience.  The  mediem  monthly 
salary  for  this  position  is  $3,942  per  month. 

This  division  would  also  need  an  administra¬ 
tive  assistamt.  This  person  would  be  responsible  for  clerical 
and  support  duties.  While  these  duties  may  be  handled  using 
current  resources  in  the  MCWRA,  this  analysis  assumes  that  the 
division  won't  rely  on  existing  MCWRA  resources.  The  salary 
range  for  this  position  is  between  $2,151  and  $2,665  per 
month,  while  the  median  salary  is  $2,394  per  month. 

The  division  would  have  two  departments: 
the  enforcement  and  monitoring  department  and  the  public 
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affairs  and  education  department.  The  enforcement  and  moni¬ 
toring  department  would  be  supervised  by  a  Water  Resource 
Engineer  II.  This  person  would  supervise  and  plan  workloads 
of  the  Water  Conservation  Technicians.  The  salary  range  for 
a  Water  Resource  Engineer  is  from  $3,065  to  $3,797  per  month, 
based  on  experience  and  seniority.  The  median  salary  for  this 
position  would  be  $3,412. 

The  Water  Conservation  Technician  would  be 
responsible  for  examining  wells,  reading  water-meters  auid 
measuring  the  water  level.  MCWRA  estimates  that  a  Water 
Conservation  Technician  could  survey  20  wells  per  day,  and 
that  the  agency  would  survey  all  wells  once  every  quarter. 
Four  Water  Conservation  Technicians  would  be  required  to 
monitor  4,000  wells  assuming  260  work  days  in  a  fiscal  year 
and  two  weeks  vacation  per  year  [Ref.  22]  .  The  monthly  salary 
range  for  a  Water  Conservation  Technician  is  from  $2,536  to 
$3,142  based  on  experience  and  seniority.  The  median  salary 
for  this  position  would  be  $2,822. 

The  Public  Affairs  and  Education  Office 
would  be  staffed  by  a  Water  Resource  Engineer  II.  This  person 
would  inqplement  and  maintain  public  affairs  and  educational 
progrouns  for  the  urban  and  agricultural  industries  and 
represent  the  MCWRA  at  all  public  functions  involving  water 
conservation  and  allocation  issues.  The  range  and  median 
salary  for  this  position  are  the  same  as  for  the  Enforcement 
&  Monitoring  department  head. 


124 


In  total,  the  MCWRA's  water  allocation 
progrcun  would  consist  of  eight  people  with  salaries  ranging 
from  $25,812  to  $52,656  per  year.  Based  on  the  median  salary 
for  each  job  position,  the  total  salary  for  this  division 
would  be  $24,448  per  month  or  $293,376  per  year. 


BMPLOTBB  COST: 

Classification 

No. 

Monthly 

Salary 

Yearly 

Salary 

Cost 

Water  Conservation  Manager 

1 

3,942 

47,304 

Admin  Sect/Phone  Rep. 

1 

2,394 

28,728 

Water  Resource  Engineer  II 

2 

3,412 

81,888 

Water  Conservation  Technician 

4 

2,822 

135,456 

Program  Total 

Salary  Cost: 

$293,376 

The  net  present  cost  over  12  years  at  a  4 

percent  discount  rate  is  (EQ.  1):  $2,753,363^ 

(2)  Furniture  auid  personal  conputer  costs.  The 

cost  of  purchasing  new  office  furniture  and  con^uter  equipment 

for  the  department  is  based  on  historical  costs  obtained  from 

the  County  of  Monterey's  Purchasing  Office,  Support  Services 

Division  [Ref.  23]  .  The  following  are  considered  standard 

allotments  for  this  type  of  organization: 

Managers  are  allocated  $5,000  for  office  furniture. 

Department  personnel  are  allocated  $3,500  for  modular  office 
furniture. 

Each  employee  is  allotted  $2,500  for  one  personal  computer 
with  software  and  printer. 

Each  enployee  is  allotted  $550  for  a  four  drawer  filing 
ced}inet . 
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The  department  Is  allotted  $300  for  a  conference  table  and 
six  chairs  at  $140  per  chair. 

The  department  is  allotted  $1000  for  miscellaneous  supplies 
and  paper  stock. 


Summary  of  these  costs t 

Ho. 

Cost 

Subtotal  1 

Office  Furniture 

Manager 

1 

5,000 

5,000 

Department  Personnel 

7 

3,500 

24,500 

Personal  Con^uters 

8 

2,500 

20,000 

Filing  CcJslnets 

8 

500 

4,400 

Conference  Table 

1 

300 

300 

Conference  Chairs 

6 

140 

840 

Misc .  Supply 

1 

1,000 

1,000 

Total 

■BSZEH 

Net  Present  Cost  «  $56,040 

i 

(3)  Transportation  costs.  The  division  must 
provide  a  vehicle  for  each  Water  Conservation  Technician  so 
that  the  technician  can  inspect  wells  in  the  Salinas  Valley. 
The  cost  of  operating  and  maintaining  the  necessary  four 
vehicles  is  $3,600  per  month  based  on  the  following 
assunptions  [Ref.  24] : 

A  two  passenger  1/4  ton  pick-up  truck  would  meet  the 
transportation  requirement  for  a  technician. 

The  operating  and  maintenauice  (O&M)  cost  for  a  two 
passenger  pick-up  truck  equals  the  MCWRA's  historical  cost 
for  this  type  of  truck. 

MCWRA  continues  to  self-insure  these  vehicles. 

The  MCWRA's  historical  fuel  and  maintenance 


cost  for  a  1/4  ton  pick-up  truck  is  $900  per  year.  The 
current  cost  of  this  vehicle  is  $9,800  using  a  fleet  discount 
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rate  [Ref.  24] .  The  life  expectancy  is  8  years  and  projected 
salvage  value  afterwards  is  $1,200  [Ref.  24].  The  discount 
rate  is  assumed  to  be  4%  per  year,  and  the  agency  uses 


straight-line  depreciation  for  their  trucks. 


Sumnary  of  Vehicle  Coats 

No. 

Cost 

Subtotal 

Initial  Truck  Purchase 

9,800 

39,200 

Annual  Operating  Coats 

900 

3,600 

Salvage  Value 

2nd  Truck  Purchase  at 
the  end  of  8th  year 

1,200 

4,800  1 

1  Based  on  a  4%  inflation 

1  rate  (EQ.  2) 

4 

13,4122 

53,648  1 

The  net  present  cost  over  12  years  at  a  4 

percent  discount 
rate  is: 


Net  Present  Cost  (12  years  at  4% 
discount  rate) 

NPC 

Truck  Fleet  Purchase 

39,200 

Operating  Cost  (EQ.l) 

33,7863 

2nd  Truck  Fleet  Purchase  (EQ.  3) 

28,9864 

Salvage  Value  of  1st  Fleet  (EQ.  2} 

(3,507)5 

Salvage  Value  of  2nd  Fleet  based  on 

($13,741)10 

the  12  year  service  life  (EQ.  2} 

Total  NPC: 

$84,724 

(4)  Office  space  costs.  Currently  the  MCHRA 
doesn't  have  adequate  office  space  for  its  employees.  It 
would  be  unreasoned)le  to  assume  that  this  additional  depart¬ 
ment  could  share  the  agency's  existing  space.  The  MCWRA  is 
currently  residing  in  temporary  office  trailers;  it  is  assumed 
that  additional  trailers  would  be  leased. 
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Monterey  County  has  not  established  adminis¬ 
trative  requirements  for  office  space  based  on  job  position 
and  duties.  Therefore,  this  analysis  uses  federal  standards 
for  government  eir^loyees  to  determine  the  required  office- 
space.  The  specific  standards  used  here  are  based  on  the 
facility  planning  criteria  of  the  Naval  Facilities  Engineering 
Command  for  Navy  &  Marine  Corps  (NAVFAC  P-80,  Oct  82) . 


Classification 

No. 

SP 

Allotment 

Subtotal 

Administration  Manager 

1 

120  SF 

120 

Secretary 

1 

85  SF 

85 

Personnel 

6 

85  SF 

510 

Conference  Room 

1 

150  SF 

150 

Total  £t^  for  the  Dspartaantt 

865  1 

A  24  ft  by  40  ft  trailer  would  satisfy  the 
department's  space  requirements.  The  cost  of  leasing  this 
trailer,  preparing  the  site,  transporting  the  trailer  to  the 
site,  hooking  up  the  utilities  and  modifying  the  interior  for 
administrative  use  are  presented  below.  This  data  was 
obtained  from  the  General  Electric,  Inc.  -  Capital,  Modular 
Space  Division  which  has  leased  trailers  to  Monterey  County  in 
the  past. 
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D<«cription  of  individiuil  comtm 

Monthly  lease 

Delivery  cost  of  the  trailer 


Cost 


$  475 

$  1,300 


1  Setting  up  the  trailer  including  utility 

1  hook-up 

$  1,200 

1  Installation  of  seismic  tie-downs 

$  1,000 

Dismantling  fee  for  terminating 
contract 

$  1,200 

Shipping  cost  for  returning  the 
trailer 

$  1,300 

Total  set-up  cost  is 

$  3,500 

Total  cost  of  terminating  the  lease  is 

$  2,500 

Expected  life  of  the  trailer  is  12  years 

Net  present  coats  (calculations  based  on  a  4% 
discount  factor) . 

HPC 

Set  up  cost 

3,500 

Termination  cost  (EQ.  3) 

1,5626 

Lease  payments  (EQ.  l) 

53,4957 

Total  Present  Cost: 

$58,557 

(5)  Summary  of  the  orgeuiizational  costs.  Eased 
on  the  proceeding  calculations,  the  following  tcUsle  summarizes 
the  organization's  initial  capital  and  operating  costs. 


8 

H 

Capital  Cost 

Annual  Oper.  Cost 

Salaries 

0 

293,376 

Purniture/P.C. 

56,040 

0 

Transportation 

39,200 

3,600 

Office  Space 

5,002 

5,700 

Total: 

$100,242 

$302,676 
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The  net  present  cost  for  implementing  and 
operating  this  organization  is  presented  in  the  following 
table.  The  calculations  cover  a  12  year  period  and  use  a  4 
percent  discount  rate. 


b.  Proposed  Free  Market  Allocation  Program 

(1)  Personnel  classification  and  costa.  The 
euialysls  in  Chapter  IV  described  the  administrative  structure 
for  the  proposed  privatization  allocation  scheme  in  terms  of 
job  classification,  command  and  control  relationships, 
anticipated  workload  and  reporting  hierarchy.  While  this 
administrative  structure  is  not  necessarily  the  ideal 
orgcuiization,  it  does  meet  the  allocation  plan's  functional 
emd  operational  requirements.  All  salary  levels  for  this 
organization  concur  with  the  Monterey  County  county-wide  list 
of  position  classification  salary  guidelines,  and  all  salary 
requirements  are  reported  at  their  medicui  value. 
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BMPLOTBB  COSTi 

Classification 

No. 

Madlan 

Monthly 

Salary 

Total 

Yearly 

Salary 

Water  Conservation  Manager 

1 

3,942 

47,304 

1  Admin  Sect/Phone  Rep. 

1 

2,394 

28,728 

1  Water  Conservation  Technician 

1 

2,822 

33,864 

1  Senior  Computer  Oper  Tech 

1 

2,466 

29,592 

1  Senior  Accountant  Auditor 

1 

3,429 

41,148 

1  Accounting  Clerk 

3 

1,671 

60,156 

1  Program  Total  Salary  Costt 

$240,792 

Net  present  cost  over  12  years  at  a  4  percent  discount  rate 
(EQ.  1)  is  $2,259,857®. 


(2)  Furniture  and  personal  computer  costs.  New 
office  furniture  and  conputer  equipment  costs  for  this 
department  are  based  on  the  same  assumptions  as  the  previous 
alternative.  These  costs  are  summarized  below. 


1  Summary  of  Costs: 

No. 

Cost 

Total 

Office  Furniture 

1 

5,000 

Manager 

7 

24,500 

Department  Personnel 

8 

20,000 

Personal  Computers 

8 

4,400 

Filing  Ccdsinets 

1 

300 

Conference  Table 

6 

140 

840 

Conference  Chairs 

Misc .  Supply 

1 

1,000 

1,000 

Total t 

$56,040 

Net  Present  Cost  »  $56,040 

(3)  Computerized  monitoring  system  costs.  West 
Plant  Systems,  Inc.  of  Monterey,  CA,  estimated  the  cost  for 
purchasing  and  installing  a  conqputerized  monitoring  system. 
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In  this  system,  each  well  would  have  a  frequency  generator 
tied  into  the  well's  flo%»meter  4-20  milliaui?)ere  tap.  This 
frec[uency  generator  is  then  wired,  either  remotely  or 
directly,  into  a  remote  terminal  unit  (RTU)  .  The  cost  for 
purchasing  and  installing  the  frequency  generator  is  estimated 
to  be  $1,100.  The  RTU  consists  of  an  analog/digital  converter 
and  a  progrcunmable  microprocessor  that  can  accept  up  to  eight 
inputs  and  one  output.  The  unit  can  transmit  and  receive 
digital  data  via  LAN  network  or  standard  phone  line  (Modem)  . 
It  has  the  capacity  to  hold  48  hours  of  data  before  down¬ 
loading  the  information  to  a  central  unit.  The  RTU  has  the 
capacity  to  monitor  and  transmit  data  for  eight  wells.  This 
would  lower  the  per  unit  cost  of  installation  for  well  owners 
with  nuiltiple  wells.  This  RTU  is  estimated  to  cost  $2,700. 

Assuming,  on  average,  that  three  wells  will 
be  connected  to  each  RTU,  the  cost  of  installing  this  monitor¬ 
ing  system  for  4,000  wells  would  be  $7,999,100.  The  cost  of 
a  conputer  to  monitor  the  system  is  estimated  to  be  $1,900. 
Thus,  the  total  cost  of  the  system  would  be  $8,000,000.  This 
cost  includes  all  programming  and  labor.  The  value  of  the 
system  is  assiuned  to  depreciate  linearly  over  its  service  life 
of  20  years  and  have  no  salvage  value  at  the  end. 

The  operational  cost  of  the  equipment  is 
estimated  to  be  $12.00  per  month  per  well.  This  cost  includes 
the  line  transmission  fees  and  a  system  maintenance  contract. 
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The  total  operational  cost  per  year  for  4,000  wells  is 
estimated  to  be  $576,000. 

The  net  present  cost  calculations  for  this 
capital  improvement  using  a  4%  discount  factor  over  12  years 
is: 


Item 

NPC 

Purchase  and  installation  of 
equipment 

Operational  Cost  and  Maintenance  (EQ. 

1) 

Salvage  value  at  the  end  of  12th  year 
(EQ.  2) 

$  8,000,000 

$  5,405,8189 

($  l,998,720)ii 

Total  NPCt 

$11,407,098 

(4)  Office  space  costs.  The  office  space 
required  for  this  department  is  the  same  as  in  the  previous 
alternative. 


Classification 

No. 

SF  Allotaiant 

Total 

Administration  Manager 

1 

120  SF 

120 

Secretary 

1 

85  SF 

85 

Personnel 

6 

85  SF 

510 

Conference  Room 

1 

150  SF 

150 

D^artaant  Total: 

865 

Based  on  the  recpiirement  of  865  square  feet, 
a  24  ft  by  40  ft  trailer  would  accommodate  the  needs  of  the 
department.  This  is  the  same  requirement  as  the  previous 
alternative.  Thus,  the  net  present  cost  is  $58,557,  the  scune 
as  before. 


(5)  Summary  of  the  organizational  costs.  Based 
on  the  preceding  calculations,  the  initial  capital  and 
operating  cost  of  the  organization  required  under  this 
alternative  are  as  follows: 


Item 

Capital  Cost 

Annual  Opar.  Cost 

Wages/salaries 

Pumiture/P.C. 

56,040 

240,792 

Monitoring  System 

8,000,000 

576,000 

Office  Space 

5,062 

5,700 

Total 

$8,061,102 

$822,492 

The  net  present  cost  of  the  initial  capital 
investment  and  operating  costs  for  this  organization  are 
presented  below.  The  calculations  are  based  on  a  12  year  time 
horizon  and  a  4  percent  discount  rate. 


Item 

HPC 

Wages/Salarles 

Pumiture/P.C. 

Monitoring  System 

Office  Space 

2,259,857 

56,040 

$11,407,098 

58,557 

Totals 

$13,781,552 

2.  The  MClfSA  Program  Varsua  the  Fraa  Narkat  Program 

Based  on  the  preceding  calculations,  the  MGiIRA 
allocation  program  has  lower  loplementation  and  operating 
costs  than  the  free  market  program.  This  is  largely  due  to 
the  initial  purchase  and  operating  costs  of  the  well 
monitoring  system.  If  the  monitoring  program  costs  were 
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excluded  from  both  net  present  cost  (NPC)  calculations,  the 
NPC  of  the  free  market  program  would  be  $2, 090, 180j^2  i^hile  the 
NPC  of  the  MCWRA  progrcun  would  be  $1, 560 , 278j^3 .  The 
difference  between  the  two  programs  would  now  only  be  $529,902 
rather  than  $10,828,868. 

If  the  free  market  prograun  operated  on  the  honor 
system,  with  the  punning  volume  verified  once  a  quarter,  the 
NPC  would  be  $3 , 472 , 372j^^ .  In  this  case,  the  free  market 
allocation  program  is  less  expensive  than  the  MCWRA  program  if 
it  reduces  water  conservation  costs  by  at  least  (EQ.  4) 
$55,374^5  per  year  in  the  SVGB. 

B.  niDUSTRIAL  SECTOR  COST  ANALYSIS 

The  industrial  sector  cost  analysis  is  based  on  one  of  the 
largest  agricultural  processing  and  packaging  plants  in  the 
Salinas  Valley,  the  J.  M.  Smucker  Company's  California  Farm 
Products  Division.  It  is  also  one  of  the  leading  employers  in 
the  Salinas  Valley.  This  company  was  randomly  selected  from 
this  sxibgroup,  and  the  most  current  data  available  was 
collected  from  it. 

The  J.  M.  Smucker  Conpany  is  an  Ohio-based  corporation 
founded  in  1897  and  incorporated  in  1921.  This  corporation 
currently  employs  1,950  full-time  enployees  at  thirteen 
production  or  administrative  facilities  throughout  the  world. 
The  company's  only  industrial  operation  is  the  memufacturing 
and  marketing  of  food  products  such  as;  preserves,  jams, 


jellies,  fruit-only  spreads,  fruit  and  vegetcdale  juice 
beverages  and  other  fruit  products. 

The  con?)any's  products  are  sold  primarily  through  brokers 
to  chain,  wholesale,  cooperative,  and  independent  grocery 
accounts,  food  service  distributors  and  the  hotel  industry. 
This  business  segment  is  highly  conqpetitive  in  product 
quality,  price,  advertising  and  promotion. 

This  analysis  focuses  on  Smucker's  California  Farm 
Products  Division  located  near  Watsonville,  California.  This 
division  produces  fruit  spreads  and  toppings  from  apples, 
oranges,  peaches,  strawberries  and  apricots.  This  fruit  is 
generally  purchased  from  independent  growers  and  suppliers, 
although  the  company  does  grow  strawberries  for  its  own  use. 
This  division  employs  roughly  400  full-time  enployees  during 
its  peak  production  time,  late  spring  and  summer.  They  have 
150  full-time  employees  during  the  rest  of  the  year. 

Due  to  the  perishedsility  and  seasonality  of  fresh  fruits, 
the  Division  has  more  than  100,000  square  feet  of  cold  storage 
space  as  well  as  15,000  square  feet  of  processing  area.  The 
division  can  produce  more  than  50  million  pounds  of  finished 
product  each  year.  In  processing  fruit  spreads  and  toppings, 
large  quantities  of  water  are  required  to  wash  the  fruit  and 
convert  it  into  spreads.  During  a  normal  eight  hour  shift,  a 
single  production  line  will  use  over  50,000  gallons  of  fresh 
water.  This  division's  actual  annual  water  use  from  1987  to 
1993  and  its  forecasted  water  vse  from  1994  to  1996  are 
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presented  below.  Forecasted  water  use  is  based  on  a  five  year 
moving  average  and  the  division's  projected  5%  annual  increase 
in  water  use  for  the  next  three  years. 


Water  consiimption  per  pound  of  finished  product  has 
decreased  from  one  gallon  per  pound  in  1990  to  .81  gallon  per 
pound,  or  1,620  gallons  per  ton  in  1993  [Ref.  32].  This  19% 
reduction  in  water  use  resulted  from  a  $70,000  water  conserva¬ 
tion  progreun.  The  water  conservation  program  consisted  of 
changes  in  procedures  for  washing  the  exterior  of  the  fruit  as 
well  as  more  extensive  use  of  recycled  water.  This  program 
will  save  an  estimated  28.063  ac-ft  of  water  per  year  in  the 
future,  based  on  the  historical  1989  thru  1993  five-year  mean 
water  use.  The  average  cost  of  reducing  water  consun^tion  by 
19%,  or  28.063  ac-ft,  is  (EQ.  5)  $99.78j^g  per  ac-ft.  This 
calculation  assumes  that  this  water  savings  would  continue  in 
the  future  with  no  additional  investment  or  special  mainten¬ 
ance  required.  This  is  consistent  with  the  fact  that 
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Smacker's  maintenance  and  operational  costs  did  not  increase 
due  to  these  modifications. 

The  "Survey  of  Water  Use  in  the  California  Food  Processing 
Industry  in  1993,"  published  by  the  California  League  of  Food 
Processors,  contains  typical  water  use  in  processing  several 
products  [Ref.  25 :p.  5] : 


Product 

Gallons  par  Ton 

Apple  Sauce 

275 

i^ricots 

2,992 

Artichokes 

766 

Asparagus 

808 

Brussels  Sprout 

813 

Frozen  Fruits 

1,780 

Garlic 

2,800 

Onions 

1,000 

Pears 

4,174 

Raisins 

2,000 

Seafood 

2,700 

Vegeted7le  Oils 

6,094 

Yeuns 

6,094 

Zucchini 

7,975 

The  Smacker's  division  seems  to  be  using  water  more  effici¬ 
ently  than  other  California  processing  plants.  This  statement 
is  supported  by  the  fact  that  Smucker  uses  1,620  gallons  of 
water  to  process  one  ton  of  apricots  while  the  industry 
average  is  2,992  gallons  per  ton  [Ref.  32]. 


138 


Before  the  Division  will  invest  in  water  conservation,  one 
of  the  following  conditions  must  hold;  the  conservation 
investment  is  required  by  law,  or  the  economic  return  from  the 
investment  must  be  high  enough  to  satisfy  the  corporation's 
investment  criterion.  The  Smucker  Company's  investment 
criteria  are  a  36%  return  on  investment  and  a  two  year  payback 
period  for  the  present  value  of  the  capital  investment.  The 
two  year  payback  requirement  is  the  most  difficult  of  the  two 
criteria  to  meet. 

Currently,  Smucker  has  only  two  vicd>le  projects  for 
conserving  water:  expansion  of  the  current  water  conservation 
program  and  a  membrane  filtration  project.  Both  projects  have 
been  placed  on  indefinite  hold  because  their  economic  returns 
on  investment  fail  to  meet  the  two  year  payback  requirement. 

If  the  conpany  was  forced  to  increase  its  water  conserva¬ 
tion  efforts  immediately,  it  could  achieve  a  maximum  5  to  7 
percent  additional  savings  with  a  $100,000  investment 
(excluding  any  major  capital  investment  in  water  recycling 
equipment)  in  the  current  program.  Thus,  the  average  cost  of 
this  5  percent,  7.37  ac-ft^®  additional  annual  reduction 
would  be  roughly  (EQ.  5)  $542.74j^7  per  ac-ft. 

The  company  could  further  reduce  water  consunqption  by 
investing  in  a  Membrane  Filtration  System.  This  system  would 
allow  Smucker  to  use  recycled  water  to  process  their  product. 

^®7.37  ac-ft  is  calculated  by  multiplying  5%  by  five  year 
historical  mean  (89-93).  (7.37  ■  .05  X  147.47  ac-ft) 
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This  filtration  system  would  reduce  water  usage  between  60% 
and  75%.  The  initial  investment  is  $250,000  to  $300,000  and 
the  annual  operating  cost  is  $50,000.  The  projected  life 
expectancy  is  ten  years.  Using  a  $275,000  initial  investment, 
a  $50,000  annual  operating  cost  and  a  60%  water-use  reduction, 
the  annual  average  cost  of  reducing  one  ac-ft  of  water  per 
year  (EQ.  1  &  4)  is  $948.27j^g.  This  project  also  requires  the 
U.S.  Department  of  Agriculture  (USDA)  to  approve  using  this 
recycled  water  in  Smucker's  packaging  process.  (Such  use  of 
recycled  water  is  not  currently  allowed  by  the  USDA.) 

Currently,  the  Smucker's  California  Farm  Products  Division 
receives  water  from  two  sources:  the  Pajaro  Water  District 
and  private  wells.  This  division  pays  an  average  of  $36,000 
per  year  for  public  water  and  $40,000  per  year  to  operate  its 
own  water  wells.  Thus,  the  division's  average  annual  cost  of 
receiving  water  is  $76,000  per  year  which  equates  to  $515. 36]^^ 
per  ac-ft  of  water.  Based  on  this  calculation,  the  average 
annual  cost  of  reducing  water  use  by  one  ac-ft  for  the  two 
proposals  is: 

1.  Additional  Investment  in  current  program:  $27.3890  per 
ac-ft. 

2.  Membrane  Filtration  system:  $432.9l2o  per  ac-ft. 

1.  Marginal  Cost  Curve  For  Reducing  Water  Use 

The  following  marginal  cost  curve  was  generated  by 
using  the  preceding  data  and  analysis  for  J.  M.  Smucker 
Conpany . 


140 


141 


2.  Bconoaic  Cost  of  MCNSA  Allocation  Plan 

The  following  table  presents  Smacker's  cost  of 
conpliance  with  MCWRA  Ordinance  No.  03774  in  1994,  1995  and 
1996.  MCWRA  Ordinance  No.  03774  requires  urban  water 
districts  to  reduce  water  use  by  15%  per  capita  (or  per 
customer  account)  when  ccxi^ared  to  1987  water  use.  This 
analysis  assumes  that  urban  mrater  districts  would  require 
industries  in  each  district  to  reduce  water  use  by  15%  based 
on  1987  water  use.  The  MCWRA  allocation  program  does  not 
specifically  address  what  water  conservation  actions  are 
required  by  urbem  industrial  water  users.  The  program  allows 
each  urban  water  district  to  determine  its  own  policy  on 
industrial  water  use,  as  long  as  the  total  water  use  for  the 
district  is  less  than  the  authorized  level  per  MCWRA  Ordinance 
No.  3774.  Therefore,  this  analysis  took  a  conservative 
approach:  assume  that  the  urban  water  districts  will  pass  the 
required  15%  water  use  reduction  on  to  the  industrial  water 
users . 

Table  5-1  (EQ.  6)  shows  the  estimated  cost  per  year 
for  the  coR^ny  to  ccmqply  with  the  MCWRA  allocation  program, 
assuming  that  Smucker  would  have  to  reduce  water  use  by  15% 
ccmqpared  to  1987  water  use.  The  ordinamce  limit  was  calcu¬ 
lated  by  multiplying  the  1987  water  use  by  85%.  Economic  cost 
per  year  was  calculated  by  using  the  preceding  marginal  cost 
curve  and  the  required  water  use  reduction  for  1994,  1995  and 
1996. 
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TABLB  5>1.  J.  M.  SMDCXBl  CGMPLZANCI  COSTS 
WITH  MCWHX  PHOGKSM 


Tear 

Projected 

Water 

Oemnd 

(ae-£t) 

Ordinance 

Limit 

Required 

Reduction 

Boonodolio 

Cost/Tr 

94 

154.84 

85.09 

69.75 

$27,210 

95 

162.56 

85.09 

77.49 

$30,561 

96 

170.71 

85.09 

85.62 

$34,081 

This  analysis  assumes  that  Smuclcer  chooses  to  invest 
in  conservation  rather  than  reducing  its  output  to  achieve  the 
required  reduction  in  water  use.  If  water  conservation  costs 
reduced  profit  to  unacceptable  levels,  Smuclcer  may  choose  to 
conserve  water  by  reducing  output.  This  option  might  be 
particularly  relevant  to  the  decision  Smucker  faces  concem> 
ing  the  membrane  filtration  system,  since  this  system  is  so 
expensive.  Unfortunately,  analyzing  this  option  would 
required  detailed  proprietary  information  regarding  Smucker' s 
operating  costs  and  profit  margins,  wxnce  this  proprietary 
information  is  xuiavailable,  Smucker  is  assumed  to  maintain 
output  levels,  even  if  the  cost  of  conserving  water 
essentially  doiibles,  as  with  a  membrcme  filtration  system. 
This  is  a  reasonable  assxin^tion  if  water  costs  are  a  small 
portion  of  the  total  production  costs. 
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3.  BconoBlc  Cost  of  th«  Wxmm  Markot  klloeatlon  Plan 

Table  5-2^^  presents  the  econcxnic  cost  of  compliance 
under  the  thesis  allocation  plan  for  1994,  1995  and  1996. 

These  results  are  based  on  the  preceding  marginal  cost  curve, 
the  projected  shortfall  each  year  euid  the  following 
assumptions : 

1.  The  company  would  choose  to  use  the  mean  of  the  last 
five  years  for  their  historical  use  figure.  Average 
water  use  -  AEA  -  ( (PY88  +  PY89  +  FY90  +  FY91  +  PY93)  / 
5)  . 

2.  Average  net  reduction  for  the  zone  is  equal  to  the  total 
recharge  for  the  zone  divided  by  the  total  discharge 
(ANR  *  Total  Recharge  /  Total  Discharge) . 

3.  The  ccmpcuiy's  water  share  allotment  in  acre -feet  would 
be  equal  to  the  average  net  reduction  of  the  zone 
multiplied  by  the  five  year  average  water  use  (allotted 
Annual  Extraction  Amount  (AAEA)  -  ABA  X  ANR)  . 

4.  Based  on  the  Montgomery  Watson  Groundwater  Model,  the 

Total  Discharge  for  the  valley  «  535,000  ac-ft  per  year 
and  the  Total  Recharge  for  the  valley  •  498,000  ac-ft 
per  year.  Therefore,  ANR  ■  498,000  /  535,000  -  .93. 

5.  Five  year  average  water  use  at  Smucker  «  147.47  AC- 
FT  Allocation  Limit  -  137.15  ac-ft  -  .93  X  147.47. 

6.  Subsample  representatives  will  be  able  to  purchase  or 
sell  as  much  water  as  they  desire  at  the  prevailing 
market  price. 

The  top  portion  of  Tcible  5-2  presents  the  projected  vrater 
demand,  allocation  limit  and  the  shortfall  each  year.^°  The 


^^This  tad>le  was  created  using  equation  7  in  appendix  A, 
and  the  calculations  are  shown  in  ippendix  B,  line  21-35. 

^°The  shortfall  is  the  amount  of  water  that  is  required 
to  be  conserved  and/or  purchased  in  order  to  fulfill  the 
projected  water  demand  for  that  year  euid  be  in  ccmpliamce  with 
the  proposed  free  market  program. 
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lower  portion  of  the  table  presents  the  projected  annual 
economic  cost  of  compliance  under  the  free  market  program. 


TABLE  5-2.  J.  M.  SMPCEER  CGMPLIAHCB  COSTS  WITH  THE 
PROPOSED  FREE  MARKET  PROGRAM 


TR 

Projected  Mater 
Deaunded 

Allocation 

Limit 

Shortfall 

94 

154.84 

137.15 

17.69 

9S 

162.58 

137.15 

25.43 

UL 

170.71 

137.15 

33.56 

1  Co^llance  Costs  | 

YR 

No  Mater  Trades 
(Regulatory 
System) 

Mkt.  Price  of 

Mater  is 

$15/ac-ft 

Mkt.  Price  of 
Mater  is  $30/ae-ft 

94 

$  4,668 

$265 

$509 

95 

$  8,019 

$381 

$741 

$11,539 

$503 

$985 

■ 

TR 

Mkt .  Price  of 

Mater  is 

$75/ac-ft 

Mkt.  Price  of 
Mater  is 

$100/ac-ft 

Mkt.  Price  of 

Mater  is 

$200/ac-ft 

94 

$  973 

$1,231 

$2,263 

95 

$1,554 

$2,005 

$3,811  1 

96 

$2,163 

$2,818 

$5,437  1 

4 .  Coaparlsoii  of  the  Econonlc  Costs  for  the  Two 
Allocation  Plans 

The  preceding  analysis  dramatically  demonstrates  that 
the  cost  of  conpliance  is  much  less  for  the  proposed  alloca¬ 
tion  plan  than  for  the  MCWRA  allocation  plan.  The  range  of 
cost  savings  that  can  be  achieved  in  1994,  1995,  and  1996  is 


_ i 


145 


shown  in  TaUole  5-3.^^  This  cost  comparison  reflects  water 
use  reduction  as  required  in  each  of  the  programs.  Thus,  the 
water  use  reduction  increases  from  the  free  market  plaui  to  the 
MCWRA  plan.  For  Smucker,  the  MCWRA  progreun  requires  a  higher 
reduction  in  water  use. 


TABLE  5-3 


COST  SAVZVOS  PIE  TEAR 
AS  A  FOMCTIOM  OF  THE  MAEZET 
PRICE  OF  HATER 


YR 

No  Hatar  Tradas 
(Ragulatory 
Systan) 

Mkt.  Prica  of 

Hatar  is 

$15/ac-ft 

Mkt.  Prica  of  1 

Hatar  is 

$30/ac-ft 

94 

$22,542 

$26,945 

$26,701 

1 

$22,542 

$30,180 

$29,621 

1 

$22,539 

$33,574 

$33,291 

TR 

Mkt.  Prlca  of 

Ha tar  is  $75/ 
ac-ft 

Mkt.  Prica  of 
Hatar  is 

$100/ac-ft 

Mkt.  Prica  of 

Hatar  is 

$200/ac-ft 

94 

$26,237 

$25,979 

$24,947 

95 

$29,007 

$28,556 

$26,750 

96 

$31,914 

$31,259 

$28,640 

To  Show  the  inherent  advantages  or  disadvantages  of  a 
particular  prograun  recjuires  conqparing  compliance  costs  for  a 
given  level  of  water  use  reduction.  The  graph  in  Figure  5-2 
illustrates  that  the  proposed  allocation  program  has  an 


^^The  definition  of  "Cost  Savings"  for  this  analysis  is 
the  svibscunple  representative's  cost  of  compliance  under  the 
MCWRA' s  program  minus  its  cost  of  compliance  under  the  thesis' 
proposed  program. 
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Total  Compliance  Cost 


inherent  advantage  over  the  MCWRA  allocation  progrouti.  This 
graph  is  developed  from  Smucker's  marginal  cost  curve  for 
water  conservation  and  the  water  conservation  required  under 
both  plans  for  1994.  (MO^RA's  required  level  of  reduction  is 
69.75  ac-ft  per  year  cuid  the  proposed  program's  reduction  is 
17.69  ac*ft  per  year) .  The  diamonds  on  the  graph  correspond 
to  the  cost  savings  calculations  reported  in  Table  5-3.  The 
no  water  trade  (i.e.,  regulatory  system)  case  reported  in 
TcUole  5-3  corresponds  to  a  $443  marlcet  price  of  water.  At 
this  price  Smucker  would  choose  not  to  buy  or  sell  water. 

30000  ^ 

MCWR2i  Plan  with  69.75  AC-PT  Reduction 

25000  - 

20000 

15000  - 

10000  -i- 

5000  4 

! 

0 

0  40  80  .^20  160  200  240  280  320  360  400  440  480 

Price  of  Water 

Figure  5-2.  Industrial  Sector  Cost  Analysis 

Note  that  the  17.69  ac-ft  per  year  reduction  is  based  on  a  7% 
reduction  from  a  five  year  average  selected  by  the  company. 

On  the  other  hauad  the  69.75  ac-ft  per  year  reduction  is  based 
on  the  MCWRA  program  for  a  15%  reduction  (for  urbem  users) 
from  1987  water  use. 
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When  the  level  of  reduction  is  17.69  ac-ft  euinually, 
the  graph  shows  the  compliance  cost  for  MCWRA  program  will  be 
$4,667.55.  The  free  market  allocation  program's  con^liance 
cost  depends  on  the  market  price  of  water.  The  market-based 
program's  cost  does  not  approach  the  MGifRA  progreuns  cost  until 
the  open  market  price  of  water  reaches  $433  per  ac-ft.  For 
market  water  prices  below  $27  per  ac-ft,  the  representative 
would  purchase  water  rather  than  inclement  water  conservation 
measures.  For  market  prices  between  $27  and  $433  per  ac-ft, 
the  representative  would  save  7.37  ac-ft  of  water  through 
conservation  auid  purchase  the  remaining  shortfall  from  the 
market.  Purchases  would  still  be  cheaper  than  installing  the 
membrane  filtration  system.  Both  prograums  have  similar  costs 
when  water  prices  equal  $433  per  ac-ft,  the  marginal  cost  of 
compliance  for  a  17.69  ac-ft  annual  reduction.  At  this  price, 
the  representative  would  neither  buy  or  sell  water;  it  would 
meet  its  required  reduction  through  internal  conservation 
measures,  as  with  the  MCWRA  program.  Finally,  the  market - 
based  program's  costs  decrease  for  water  prices  exceeding  $433 
per  ac-ft.  The  company  could  install  a  membrane  filtration 
system,  reduce  its  water  use  more  than  required,  and  sell  its 
excess  water  on  the  open  market.  This  at  least  partially 
offsets  its  conservation  costs.  If  water  prices  are  high 
enough,  Smucker  could  conceivably  eazn  a  net  profit  on  water 
sales . 
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When  the  required  reduction  in  water  use  is  17.69  ac- 
ft  per  year,  the  saune  cost  comparison  is  repeated.  This  case 
illustrates  that  the  absolute  cost  advantage  of  the  proposed 
free  market  prograim  increases  with  the  level  of  water  use 
reduction. 

This  analysis  illustrates  two  points.  First,  the  free 
market  allocation  prograim's  con^liance  costs  will  always  be 
lower  or  equal  to  those  of  a  regulatory  control  system 
(MGfJRA's  allocation  prograun)  .  Second,  as  the  level  of 
reduction  increases,  so  does  the  potential  for  savings  from 
choosing  the  free  market  prograun  in  lieu  of  the  regulatory 
program. 

C.  nRBMI  SECTOR  COST  ANALYSIS 

The  urban  sector  cost  analysis  is  based  on  three  urban 
water  districts:  the  City  of  Salinas,  the  California  Water 
Service  Company,  and  the  Marina  Coast  Water  District.  These 
water  districts  were  selected  based  on  location,  service 
population  and  private  versus  public  ownership.  The  City  of 
Salinas  represents  a  large  urban  community  (115,000  residents) 
which  is  experiencing  rapid  population  growth.  The  California 
Water  Service  Conpany's  Salinas  District  (Cal  Water) 
represents  a  privately  held  water  utility  serving  a  mediiun- 
size  urban  center  (20,000  customers).  It  also  has  extensive 
historical  data  on  water  consumption  and  conservation.  The 
Marina  Coast  Water  District  represents  a  small  urban  water 
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district  (15,000  residents)  mainly  serving  a  residential 
community  and  a  small,  light  industrial  sector.  It  also  has 
an  active  water  conservation  program.  All  three  water 
districts  are  experiencing  the  negative  externalities 
associated  with  overdrafting. 

It  should  be  noted  that  Cal  Water  provides  water  service 
to  a  significant  portion  of  the  City  of  Salinas.  For  the 
purpose  of  this  analysis  this  overlap  of  customers  is  assumed 
to  not  exist.  Due  to  this  assumption,  the  total  cost  of 
compliance  for  the  urban  saunple  will  be  slightly  overstated 
for  both  the  MCWRA  allocation  program  and  the  free  market 
progrcmt.  However,  this  will  not  affect  the  general  results  of 
the  cort5)arative  analysis  since  both  programs  will  be  affected 
to  the  same  extent. 

1.  City  of  Salinas 

The  City  of  Salinas  is  an  agricultural,  service, 
administrative  and  commercial  hub  for  northern  Monterey 
County.  It  is  located  roughly  nine  miles  from  the  coast,  13 
miles  northeast  of  Monterey  and  two  miles  west  of  the  Sabilan 
mountain  range.  Salinas  has  become  the  center  for  all  of  the 
Monterey  County  government  offices.  The  City's  population  has 
grown  37  percent  over  the  last  ten  years. 

The  central  portion  of  the  City  contains  retail  opera¬ 
tions,  including  strip  and  shopping  malls,  and  government 
offices  for  both  the  City  and  Monterey  County.  Surrounding 
this  central  area  is  prime  agricultural  land,  with  the  highest 
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agricultural  land  values  and  best  soil  conditions  In  the 
region.  With  the  recent  population  growth,  some  low  produc¬ 
tivity  farmland  has  been  converted  into  residential  housing. 
The  city's  industrial  base  is  mainly  composed  of  retail  and 
service  industries,  as  well  as  agricultural  shipping  and 
processing  industries.  Tcd)le  5-4  shows  the  1986  en^loyment  by 
sector  for  the  City  [Ref.  27 :p.  35] : 


TABLE  5-4.  SALIMAS  1986  EMPLOYMENT  BY  SECTOR 


Sector 

Percent  of  Total  | 

Agricultural 

2.6 

Mining 

0.3 

Construction 

4.9 

Manufacturing 

11.4 

Transportation/  Ptibl  ic 
Utilities 

5.7 

Wholesale  Trade 

31.1 

Finance,  Insurance  and  Real 
Estate 

6.5 

Services 

30.2 

Other 

2.0 

TeQale  5-5  provides  historical  groundwater  extraction 
volumes  for  the  years  1907  to  1993  and  projected  values  for 
1994  to  1996.  The  City  of  Salinas  only  maintains  groundwater 
extraction  records  for  1987.^^  Thus,  this  tedale  was 

^^The  City  of  Salinas  is  only  starting  to  maintain  a 
record  of  groundwater  extraction  volumes  in  order  to  con^aly 
with  MCWRA  allocation  progreun  in  late  1993.  The  city  had  no 
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developed  by  multiplying  the  1987  water  use  per  capita  by  the 
annual  population  data  obtained  from  the  California  Department 
of  Finance,  Demographic  Research  Unit  report  dated  04/20/93. 
The  City  used  this  procedure  to  report  their  projected  ground - 
water  demand  as  required  under  MCWRA  Ordinance  No. 
3744. 


TABLE  5-5.  CITY  OP  SALINAS  BSTZMATBD 

QROONDIIATBE  EXTRACTION  DATA 


1117 

mrnm 

^1 

BE3I 

mm 

Wat 

28.411 

30,247 

30,714 

31,355 

32475 

33,132 

33,744 

Pop. 

97,499 

103,800 

105,400 

107,600 

111,100 

113,700 

115400 

W/P  < 

.2914 

.2914 

J914 

.2914 

.2914 

4914 

.2914 

1  Wat.  -  Groundwatar  in  AC-FT  aitractad  from  tho  aqutfar 

1  Pop.  •  Poputation  of  thoir  ataa  of  oorvico 

1  W/P  -  Groundwator  oitractad  par  capita 

1  Pfajartad  Granadwatar  EaWaaHaa  (atilhaat  laatialiaaa)  | 

IQH 

mssm 

■Wl 

Wat 

3S,02S 

35,742 

36,472 

Pop. 

120,197 

122,655 

125,163 

W/P  - 

.2914 

.2914 

.2914 

reason  to  maintain  records  since  the  water  service  to  its 
residents  is  provided  by  private  water  service  companies  or  by 
the  individuals  themselves. 
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2.  California  Water  Service  Coopany 

The  California  Water  Service  Conpany  (Cal  Water)  was 
incorporated  on  December  21,  1926  and  currently  operates  in  38 
communities  statewide  through  21  water  systems.  The  company 
has  over  500  wells  statewide.  It  produces  over  47  billion 
gallons  annually,  accounting  for  47%  of  the  conpany's  annual 
production.  The  remaining  53%  comes  from  surface  sources 
purchased  from  wholesale  suppliers  and  conpany  owned  watershed 
on  the  San  Francisco  Peninsula.  Cal  Water  reportedly  has  one 
of  the  most  modern  water  distribution  euid  control  systems 
operating  today.  They  have  also  received  national  recognition 
for  their  innovative,  informative  water  conservation  programs. 

In  the  Salinas  division.  Cal  Water  operates  three 
wells  located  in  the  180  foot  aquifer,  32  wells  in  the  400 
foot  aquifer  and  no  wells  in  the  deep  aquifer.  These  wells 
have  the  capacity  to  pump  more  than  10  million  gallons  per 
day.  Cai  Water  has  extracted  a  relatively  constant  eunount  of 
groundwater  over  the  last  seven  years.  However,  the  water 
extracted  per  service  connection  has  declined  by  9  percent 
between  1987  and  1993.  This  historical  data  is  presented  in 
the  Table  5-6. 
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TABLE  5-6.  CAL  WATER  GRODEDWATER  EXTRACTION  DATA 


Htttrrwaf  Grannd 

Iwnlar  Extmnlian 

_ 

[BlSIii 

■d 

IMI 

IBSli 

wm 

■Bl 

Wat 

■nHI 

Ul 

14,154 

11,984 

12J42 

13J53 

Pop. 

19,075 

19,745 

19,798 

18A72 

W/P  - 

.6674 

.7420 

WeM 

.6070 

.6487 

.8720 

Wat  -  Groundaratar  in  AC-FT  axtraclad  fram  tha  aquifar 
Pop.  -  Populatiofl  of  thoir  araa  of  sanico 
WIP  -  Groundwatar  oxtractod  par  capita 


The  current  forecast  of  groundwater  volmnes  was 
supplied  by  Cal  Water  and  also  given  to  MCWRA  as  required 
under  MCWRA  Ordinance  No.  3744.  This  information  is  also 
presented  in  Todale  5-7.  Cal  Water  determined  the  projected 
water  extraction  volumes  by  assuming  that  the  water  extracted 
will  be  the  Scime  per  capita  as  in  1987  (Wat.  =  population  x 
W/P  (In  1987) ) . 


TABLE  5-7.  CAL  WATER  PROJECTED  GRODEDWATER 
EXTRACTION  DATA 


Wat  14,784  15,019  15J60 

Pop.  20,188  20,509  20,838 

W/P  -  .7323  .7323  .7323 


Wat  -  Groundwatar  in  AC-FT  oxtractod  from  tho  aquifor 

Sar.  •  Numbor  of  sarvica  connoctioni 

W/S  •  Groundwatar  oxtractod  par  sarvica  connoction 
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3.  Marina  County  Ifatar  Diatrlct 


The  Marina  County  Water  District  (MCWD)  is  the  primary 
water  supplier  for  the  17,990  people  in  Marina,  California. 
Its  service  area  contains  residential  and  light  industrial 
users,  including  the  City  of  Marina,  RMC  Lonestar,  California 
Artichoke,  the  Dole  Food  Company,  and  part  of  the  Armstrong 
Ranch.  The  MCWD  is  located  on  the  coast  in  the  Northwest 
comer  of  the  Salinas  Valley.  The  agency  also  collects  and 
disposes  of  wastewater  for  the  community.  MCWD's  wastewater 
reclamation  program  is  projected  to  sell  five  ac-ft  of 
reclaimed  wastewater  per  month  starting  in  mid- 1994.  The 
agency  predicts  this  program  will  initially  reduce  groiindwater 
piunping  by  60  ac-ft  per  year. 

Since  1960,  the  agency  has  acquired  or  drilled  14 
wells.  Eight  have  been  abandoned:  three  because  of  casing 
failure  and  five  due  to  chloride  contamination  fron.  seawater 
intrusion  or  nitrate  conteunination  from  agricultural  fields. 
Two  wells  are  restricted  to  non-poted)le  uses. 

MCWD's  three  newest  wells  are  drilled  1400  ft. into  the 
deep  aquifer  to  avoid  chloride  and  nitrate  contamination.  The 
combined  extraction  capacity  of  these  three  newest  wells  and 
one  well  in  the  400  ft.  aquifer  is  5,320  gallons  per  minute. 
MCWD's  groundwater  extraction  has  been  relatively  constcuit 
over  the  last  seven  years.  However,  the  water  use  per  capita 
has  declined  by  2l  percent  between  1987  and  1993.  This 
historical  data  is  prese  in  Table  5-8. 
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TABLE  5-8.  MARHIA  CODETY  HATER  DISTRICT 
GRODHDNATER  EXTRACTION  DATA: 


IHvISnW  WNNOTvi  CnOTN 


mm 

mm 

MW 

ItN 

■W 

1993 

1 

2213 

2208 

2,164 

2263 

2256 

2230 

2,153 

1  Pop. 

14,596 

14248 

14252 

17260 

17,412 

17239 

17290 

1  * 

.1516 

.1554 

.1447 

.1326 

.1181 

.1243 

.1197 

Wat  -  Groundwatar  in  AC-FT  axiractad  tram  tha  aquifar 
Pefi.  -  Papulatian  af  thair  araa  af  aanica 
Wi?  -  Groundwatar  axiractad  par  capita 


MCWD's  current  water  use  forecast  was  provided  by  MCWD 
and  was  also  submitted  to  MCWRA  as  required  by  MCWRA  Ordinance 
No.  3744.  This  information  is  presented  in  Tcd)le  5-9.  MCWD 
determined  the  projected  water  extraction  volumes  by  assuming 
that  the  water  extracted  will  be  the  same  per  capita  as  it  was 
in  1987  (Wat.  =  population  x  W/P  (In  1987))  .  This  assun^tion 
may  overestimate  the  actual  dememd  because  the  per  capita 
consumption  has  fallen  by  21  percent  since  1987.  While  MCWD 
has  sutticient  production  capacity  to  meet  its  projected 
needs,  seawater  intrusion  may  degrade  water  quality  in  the 


deep  aquifer,  rendering  these  wells  unfit  for  domestic  use. 


TABLE  5-9.  MARINA  COUNTY  WATER  DISTRICT  PROJECTED 
GROUNDWATER  EXTRACTION  DATA 


1  Projected  Groundwater  Extraction  (without  restrictions)  | 

94 

95 

96  1 

1  Wat. 

2,729 

2,729 

2,729  1 

Pop. 

18,000 

18,000 

18,000  1 

1  W/P  « 

.1516 

.1516 

.1516  1 
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4.  Marginal  Coat  of  Radueing  Natar  Uaa 

Water  conservation  programs  are  the  TOSt  cost 
effective  way  to  reduce  water  use.  Water  conservation 
programs  usually  involve  Ultra  Low  Flow  (ULF)  Toilets,  low 
flow  showerheads.  and  public  information  and  education 
progreuns  to  teach  water  conservation  techniques  and  raise 
public  consciousness.  The  marginal  cost  analysis  for  the 
urban  sector  will  assume  that  the  preceding  water  conservation 
programs  would  be  implemented.  In  order  to  calculate  the 
marginal  costs  of  these  progreuns  the  following  assun^tions 
were  made: 

1.  The  average  single  family  household  has  the  following 
characteristic : 

Persons  per  household  •  3.0 
Toilets  per  household  >  2.2 

Average  household  characteristics  for  nnilti- family  units 
are: 

Persons  per  household  -=  2.5 
Toilets  per  household  «  1.2 

These  characteristics  were  based  on  conversations  with 
AMBA6  personnel  and  Richard  Youngblood,  Conservation  amd 
Special  Projects  Administrator  at  MCWD. 

2.  Ten  percent  of  the  average  urban  community  has  pre¬ 
existing  Ultra  Flow  toilets  and  Low  Flow  showerheads. 

a.  DLP  Toilet  Program 

The  marginal  cost  per  ac-ft  of  water  saved  by 
retrofitting  existing  homes  with  a  Ultra  Low  Flow  toilets 
depends  on  the  average  water  savings  per  toilet  and  the  cost 
of  purchasing  and  installing  new  toilets.  The  California 
Urban  Water  Conservation  Council  estimated  the  effect  of 
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retrofitting  existing  residencies  with  low  flow  toilets  in 
their  June  30,  1992  report  entitled  "Assiuiqptions  and 
Methodology  for  Determining  Estimates  of  Relicible  Water 
Savings  from  the  Installation  of  ULF  Toilets.”  Using  this 
report  and  assuming  an  average  of  3.0  people  and  2.2  toilets 
per  household,  the  average  single  family  household  would  save 
7,267  gallons  or  .0223  ac-ft  per  year  +/-  5%  by  installing 
ultra  low  flow  toilets.  Asstuning  an  average  of  2.5  people  and 
1.2  toilets  per  multi -family  residency,  this  would  save 
14,417.5  gallons  or  .0442  ac-ft  per  year  +/-  5%. 

Finally,  the  California  Water  Service  Con^ny  has 
data  concerning  the  ratio  of  single  feunily  and  multi -feunily  to 
total  number  of  residencies.  Assuming  this  data  is  represen¬ 
tative  of  the  districts  considered  here,  this  ratio  is  used  to 
estimate  a  weighted  average  water  savings  per  ULF  toilet.  Cal 
Water's  statistics  on  the  ratio  of  single  feunily  to  total 
number  of  residential  units  are: 


Therefore,  the  average  water  savings  per  ULF  toilet  for  this 
Semple  group  is  -  .27 (.0442)  +  .73 (.0223)  >  .02821  ac-ft  per 
year. 
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To  determine  the  cost  of  purchasing  and  installing 
an  ULF  toilet,  a  telephone  survey  of  local  plumbers  and  plumb¬ 
ing  supply  stores  indicated  the  following: 

1.  The  local  plumber's  wage  rate  is  approximately  $50  per 
hour. 

2.  It  takes  approximately  one  hour  to  remove  an  existing 
toilet  and  install  a  new  ULF  toilet. 

3.  The  Cost  of  a  ULF  toilet  ranges  from  $79  to  $299  with 
the  average  being  $189 . 

4.  The  miscellaneous  material  cost  is  $10  per  toilet. 
Based  on  this  information,  the  cost  of  purchasing  emd  install¬ 
ing  a  ULF  toilet  ranges  from  $139  to  $359,  with  the  average 
being  $249.  The  coat  of  saving  for  one  ac-ft  of  water  per 
year  through  installing  an  ULF  toilet  ranges  from  $363  to 
$936,  where  each  toilet  is  expected  to  last  20  years  (EQ.  8) . 
For  the  economic  analysis,  the  average  of  $649  per  ac-ft  per 
year  will  be  used  for  the  cost  of  reducing  one  ac-ft  of  water 
use  by  retrofitting  with  ULF  toilets  (EQ.8). 

b.  Low  Flow  Showerbead 

The  marginal  cost  of  saving  an  acre  foot  of  water 
by  replacing  existing  showerheads  with  low  flow  showerheads 
depends  on  the  average  water  savings  per  showerhead  and  the 
cost  of  purchasing  and  installing  the  new  showerhead.  The 
projected  water  savings  of  a  Low  Flow  Showerhead  is  between 
8,400  to  17,500  gallons  per  year,  per  person,  according  to 
"How  to  Get  Water  Smart"  by  Buzz  Buzzelli  and  others  [Ref. 
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33  :p.  34]  .  This  analysis  will  use  the  average  value  of  12,950 
gallons  which  is  equivalent  to  .03974  ac-ft  per  year. 

The  retail  cost  of  purchasing  a  low  flow 
Showerhead  ranges  from  $5.99  to  $15.95,  with  the  mid-range 
price  being  $11.00.  This  data  was  obtained  from  a  telephone 
survey  of  local  plumbers  emd  plxunbing  supply  stores.  For  this 
analysis,  the  installation  cost  is  zero.  The  majority  of 
local  plumbers  stated  that  most  home  owners  install  the 
showerheads  themselves.  It  is  also  assumed  that  this  retrofit 
progreun  will  be  implemented  by  enacting  eui  ordinance  requiring 
all  homeowners  to  retrofit  their  existing  showerheads. 

The  cost  of  saving  one  ac-ft  of  water  per  year  via 
the  installation  of  low  flow  showerheads  range  from  $25  to 
$67,  assuming  a  seven  year  life  expectancy  (BQ.  9)  .  An 
estimated  $46  per  ac-ft  of  water  per  year  will  be  used  in 
developing  the  marginal  cost  curve.  It  is  also  assumed  that 
10%  of  the  population  already  has  installed  low  flow  shower¬ 
heads  . 

It  should  be  noted  that  this  is  not  the  only  way 
of  implementing  this  type  of  program.  MCWD  has  inplemented  a 
retrofit  showerhead  program,  whereby  the  MCWD  purchases  the 
low  flow  showerheads  with  ptiblic  funds  at  wholesale  prices 
($4.00  per  showerhead)  .  They  are  provided  to  residents  at  no 
cost.  The  cost  of  saving  one  ac-ft  water  via  this  program  is 
estimated  to  be  $16.77  per  ac-ft. 
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c.  Bducational  and  Public  Infoxaatlon  Program 

The  marginal  cost  of  saving  one  ac-ft  of  water 
through  educational  and  public  information  programs  is  based 
on  results  obtained  from  the  California  Water  Service  Company 
and  Marina  County  Water  district: 

1.  California  Water  Service  Ccnpany.  During  1990-1991,  Cal 
Water  spent  approximately  $34,000  on  water  conservation 
educational  and  public  information  programs,  including 
television  and  radio  commercials.  The  con^any  was  also 
actively  involved  with  the  local  community  government 
water  conservation  programs  and  committees.  Cal  Water 
believes  that  it  achieved  a  3%  reduction  in  water  use 
per  year  (equivalent  to  414  ac-ft  per  year)  as  their 
customers  modified  their  water  consumption  hcibits. 
Thus,  the  estimated  marginal  cost  of  saving  one  ac-ft  of 
groundwater  per  year  through  an  information  and 
education  program  is  $82  (EQ.  10)  .  This  3%  percent 
reduction  does  not  include  the  water  reduction  the 
agency  received  through  low  flow  showerheads  or  toilets 
iRef .  28] . 

2.  Maxina  County  Water  District.  This  agency  has  projected 
that  it  can  reduce  water  consixmption  by  an  estimated  42 
ac-ft  per  year  (+/-  14  ac-ft)  via  a  public  information 
and  education  program  for  a  population  of  18,000.  The 
annual  cost  of  this  program  is  $14,360.  Therefore,  the 
estimated  cost  of  saving  one  ac-ft  per  year  through 
public  information  and  education  is  $342  (EQ.  11) [Ref. 
29:p.  20] . 

The  marginal  cost  of  water  reduction  via  an 
informational  and  educational  programs  is  greatly  affected  by 
economies  of  scale,  as  indicated  in  the  preceding  data.  Cal 
Water's  state-wide  information  program,  which  was  conducted 
out  of  their  corporate  headquarters,  was  designed  to  inform 
and  educate  all  350,000  customers  in  21  regions  of  the  state. 
MCWD,  on  the  other  hand,  has  only  18,000  customers.  This 
analysis  will  use  an  average  of  the  two  estimated  marginal 
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costs  as  the  projected  marginal  cost  of  saving  one  ac-ft  of 
ground  water  per  year  up  to  meocimum  reduction  of  5%.  This 
average  marginal  cost  is  $212  per  ac-ft  per  year. 

d.  Water  Reclanatlon  Program 

The  marginal  cost  for  a  water  reclcunation  program 
was  estimated  using  data  from  the  MCWD  reclcunation  project. 
The  MCWD  facility  is  an  advanced  wastewater  treatment  plant 
which  reclaims  and  treats  secondary  effluent  that  is  used  to 
irrigate  parks,  ball  fields,  median  strips  and  other  public 
landscape  areas.  The  current  estimated  cost  of  water  from 
this  facility  is  $400  per  ac-ft.  The  MCWD  facility  cam 
produce  300  ac-ft  per  year,  which  means  they  can  reduce 
potable  water  use  by  14%,  based  on  1993  water  use  data.  This 
analysis  will  assume  that  a  15%  mcucimum  water  use  reduction 
can  be  achieved  through  a  reclcunation  program.  [Ref.  29 :p. 

Vi] 

e.  Seawater  Desalination  Program 

Current  estimates  for  the  euinual  marginal  cost  of 
desalinating  seawater  ranges  from  $1,000  to  $1,100  per  ac-ft 
of  water,  depending  on  the  plant  size  and  other  project 
elements.  This  analysis  assumes  the  cost  to  be  $1,050  per  ac- 
ft  of  water.  The  most  significeuit  obstacle  to  operating  a 
desalination  plant  is  the  disposal  of  brine  discharge.  Brine 
cainnot  be  discharged  into  the  Monterey  Bay  since  it  is  a 
marine  sanctuary.  Brine  discharge  would  have  to  be  pumped  to 
inland  evaporation  pools  or  punned  into  non-potable  oceanside 
aquifers.  [Ref.  29 ;p.  vi] 
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5.  Subsas^le  Repr«««ntatlv«s'  Marginal  Cost  Curves  For 
Reducing  Mater  Use 

The  following  marginal  cost  curves  are  generated  from 
the  preceding  analysis  for  the  three  urban  water  districts 
based  on  1994  population  and  water  use  data  (EQ.  12) . 
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Marina  Coast  Water  District 

1994 


Lmvl  of  WMir  Um  Rwtuodon  (1040 
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■  axm 
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(CUc.44ttra47) 
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The  following  marginal  cost  curves  were  generated  from 
the  preceding  analysis  using  1995  population  and  water  use 
data  (EQ.  12) . 


City  of  Salinas 

1995 


HHO 


UgMid 

■  awMr  S  Ms  B  RtMM  ■  ■  DsMl 
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Cal  Water 


1996 


un  «jn  urn 

Uwl  of  WlMr  Uw  IMwIon 


Marina  Coast  Water  District 


1996 


•  Mi  7H  iSB  um  i 


Uwil  of  MMm  Uw  Raduolon 
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6.  Urban  Sector's  Marginal  Cost  Curve  For  Reducing  Water 
Use 

The  following  marginal  cost  curves  were  generated  by 
combining  the  marginal  cost  curves  for  the  three  urban  water 
districts. 


1995 


996 


LmI  of  WMMr  Uw  IMueian  (■»I0 


7.  Scononlc  Cost  of  MCNRA  Allocation  Plan 

Table  5-10  presents  the  economic  cost  of  complying 
with  MCWRA  Ordinance  No.  03774^^  for  the  City  of  Salinas,  the 
California  Water  Service  Company,  and  Marina  Coast  Water 
District.  These  results  are  based  on  the  preceding  marginal 
coat  curves  and  the  projected  required  reductions  (EQ.  6) . 

8.  Economic  Cost  of  the  Thesis  Allocation  Plan 

TcdJle  5-11  presents  the  economic  cost  of  complying 
with  the  free  market  allocation  plan  for  the  City  of  Salinas, 
California  Water  Service  Company,  and  Marina  Coast  Water 
District.  These  results  are  based  on  the  preceding  marginal 
cost  curves  and  the  projected  annual  shortfall  each  year  as 
well  as  the  following  assumptions.^* 

1.  The  subsan^le  representative  would  choose  to  use  the 
mean  of  the  last  five  years  for  their  historical  use 
figure.  Average  water  use  =  AEA  =  ( (FYSS  +  FY89  +  FY90 
+  FY91  +  FY93)  /  5). 

2 .  Average  net  reduction^®  for  the  zone  is  equal  to  the 
total  recharge  for  the  zone  divided  by  the  total 
discharge  (ANR  =  Total  Recharge  /  Total  Discharge) . 


^^This  ordinance  requires  a  15%  per  capita  reduction 
based  on  the  1987  per  capita  water  use. 

^*This  tcd)le  was  created  by  using  equation  7  in  Appendix 
A,  and  the  calculations  are  shown  in  Appendix  B,  line  79  - 
132. 


^^Average  net  reduction  is  a  correction  factor  which  is 
used  to  establish  the  maximum  eunount  of  groundwater  that  can 
be  extracted  from  that  zone  and  still  keep  the  basin  in 
balance . 
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TABLE  5-10.  URBAN  SECTOR  CGliPLZANCE  COST  FOR  THE 
MCNRA  ALLOCATION  PROGRAM 


City  af  SaSan 

YR 

P-R. 

Prajaalarf  IMalar 

Onfaaaea  Liarit 

ii 

Eanaaik  CaatfYr 

94 

120,197 

35,025 

29,772 

5,253 

4400402„ 

95 

122,655 

35,742 

30,380 

5462 

4408402„ 

96 

125,163 

36,472 

31,002 

5,470 

4416,458m 

1987  WtUPop.  -  .2914 


CalHtran  Witor  Smvim  Cwapuy 


1987  WaUSw.  -  .7323 


Marin  Caatt  Main 


PtR. 

Prajaelai  YValar 
OaanaM 

Orriaaaea  Liaut 

18,000 

2,729 

2420 

18,000 

2,729 

2,320 

18,000 

2,729 

2,320 

1987  WaUPop.  -  .1516 


Tatal  Ufbn  Saatar 


Praiaetai  Wratar 

HaanaM 

OrAaaaca  Lnit 

Ptp. 

PraiaclaR  Watar 
Oaawaiad 

OnBaaaca  Liarit 

RafawaR 

Radaclin 

Ecnaan  CaatlYr 

20,188 

14,784 

12467 

2417 

4101482„ 

20,509 

15,019 

12,767 

2452 

4103,592m 

20,838 

15460 

12,972 

2488 

4105448„ 

Eanaaae  Caat/Yr 


$18,814n 


418,814 


418,814 


Caat/Yr 


52,538 

44,669 

7479 

4520,798 

53,490 

45,467 

8423 

4530408 

54,461 

46,294 

8,167 

4540420 
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3.  The  representative's  water  share  allotment  in  acre- feet 
is  equal  to  the  average  net  reduction  of  the  zone 
multiplied  by  the  five  year  average  water  use  (allotted 
Annual  Extraction  Amount  (AAEA)  «  AEA  X  ANR) . 

4.  Based  on  the  Montgomery  Watson  Groundwater  Model,  the 
total  discharge  for  the  valley  is  535,000  ac-ft  per 
year  and  the  total  recharge  for  the  valley  is  498,000 
ac-ft  per  year.  Therefore,  ANR  =  498,000  /  535,000 
.93. 

5.  Allocation  Limit  =  AAEA  =  Five  year  average  water  use 
(AEA)  X  Average  Net  Reduction  (ANR) . 

6.  In  calculating  the  compliance  cost  for  the  free  market 
allocation  plan,  it  is  assumed  that  subscunple 
representatives  will  be  able  to  purchase  or  sell  as 
much  water  as  they  desire  at  the  prevailing  market 
price . 


TABLE  5-11.  URBAN  SECTOR  COMPLIANCE  COST  FOR  THE 
FREE  MARKET  ALLOCATION  PROGRAM 


City  ef  Salieee 

YR 

Projected  Weter  Demeeded 

Alleeetioe  Unit 

Sherthll 

94 

35,025 

30,006 

5,019 

95 

35,742 

30,006 

5,736 

36,472 

30,006 

6,466 

1  Five  year  average  extraction  anwunt  IAEA)  -  32,264  AC-FT 

1  ANR  -  .93 

1  Allocation  limit  -  AAEA  -  32,264  X  .93 

>  30,006  ec-ft  per  year 
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TABLE  5-11  (CONTINUED) 


CttKYR: 


Whrtir  TisAm 
flte|ihtwy  SystHii) 


1350,394 


»487,790 


»6S8, 


Mkt  Prioa  af  IMMnr  ie 
tlNw-ft 

Mkt  Prioa  of  Walor  ia 
63Mae-ft 

(75,285 

(150,570 

(86,040 

(172,080 

(96,990 

(193,980 

Mkt  Prioa  of  Water  ia 

Mkt  Prioa  af  Water  ie 

Mkt  Piiaa  af  Water  ia 

l76Me-ft 

#1IWae4t 

62IWaa-ft 

(251,754 

(269,754 

(341,754 

(302,977 

(336,702 

(471,602 

(355,117 

(404,842 

(603,742 

CalHwMi  VMrtK  SwviM  rtapaiy 


PrejacteR  Water  DeamaM 

Aleaatioa  liarit 

Skortfol 

14,784 

12,300 

2,484 

15,019 

12,300 

2,719 

15,260 

12,300 

2,960 

Five  year  avaraoe  extraction  amount  IAEA)  -  13,226  AC-FT 
ANR  -  .93 

ARocation  Kmit  •  AAEA  •  13,226  X  .93-  12,300  ac-ft  por  yoar 


■a  Water  Traiaa 

WaiMaterT  Syeteai) 

Mkt  Prioa  af  Water  ia 
llWaa-ft 

Mkt  Prioa  of  WMar  ia 
Olfaa-ft 

(117,916 

(37,260 

(74,520 

(166,408 

(40,785 

(81,570 

(216,172 

(44,400 

(884100 
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TABLE  5-11  (COMTINUED) 


YR 

Mkt  Prica  of  Water  h 
lYSfaeft 

Mkt  Prka  of  Water  ia 
1100/acft 

Mkt  Price  af  Water  ia 
$200|be-ft 

94 

<114,902 

<115,452 

<117,652 

95 

<132,295 

<138,520 

<163,420 

wm 

<150,138 

<162,188 

<210,388 

IWariM  CtMt  fMu  DMlriet 

YR 

AUaealiea  Uaut 

SkartfaR 

94 

2,729 

2,450 

279 

mm 

2,729 

2,450 

279 

2,729 

2,450 

279 

Fhn  year  avaraga  axtraction  amomt  IAEA)  -  2,634.8  AC-FT 

ANR  -  .93 

Allocation  Kmit  -  AAEA  -  2,634.8  X  .93  -  2,450  ac  ft  par  year 

EcMOHiic  CaatfYR: 

YR 

Ma  Watar  Trades 

(Rapriatory  Syaten) 

Mkt  Price  af  Water  ia 
$15iae-f< 

Mkt  Prka  af  Watw  k 

I30ke-ft 

94 

<12,834 

<4,185 

<8370 

95 

<12,834 

<4,185 

<8370 

mm 

<12,834 

<4,185 

<8370 

1  1 

m 

Mkt  Price  af  Water  is 
l7S|aeft 

Mkt  Prica  of  Water  ia 
IINIacft 

Mkt  Prka  af  Water  k 
$2llka-ft 

1  94 

<2,249 

<(6376) 

<(43376) 

<2,249 

<(6376) 

<(43,376) 

1j! _ 

<2,249 

<(6376) 

<(43376) 

$0  *  negative  cost  >  Profit 

-  revanua  generate  by  salfing  excess  water  generated  through 
wator  conservation  program  -  water  conservation  program  costs 
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TABLE  5-11  (CONTIEUBD) 


1 

1  TatriilriMSMtar 

:■ 

PniMM  Wrtw  DMMMi4 

HMtatHm  LWt 

SiMrtM 

_ 

52,538 

44,758 

7,782 

53,490 

44,756 

8,734 

1  96 

54,461 

44,756 

9,705 

1  Ewfic  cwtrrifc 

m 

ViitH  Trate 

WtpIttWT  SfttMO 

Mkt  Prin  d  Wdir  it 

WmIL  rnn  Vi  liraf  IV 

838fn-ft 

1  ^ 

M81,144 

<116,730 

<233560 

1  ^ 

<667,032 

<131510 

<262520 

1  96 

<987,636 

<145575 

<291,150 

1  1 

■ 

Mkt  Prin  •<  Wilir  m 

97Sfw-ft 

Mkt  Prin  if  Wrtw  it 
l1IMn4t 

Mkt  Prin  tf  Wdw  it 
IMMn-ft 

94 

<368,905 

<378530 

<416530 

95 

<437521 

<468546 

<591,646 

96 

<507504 

<560,154 

<770,754 

The  negative  costs  for  Marina  when  water  prices  equal  $100  per 
ac-£t  euid  $200  per  ac-£t  indicate  that  Marina  actually  profits 
by  selling  excess  water  at  these  prices.  With  a  low  flow 
showerhead  retrofit  progreun,  Marina  can  meet  their  required 
water  reduction  and  sell  enough  water  to  earn  a  net  profit. 
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9.  Cooqparlson  of  th«  Costs  of  ths  Two  Allocation  Plans 

The  proposed  free  market  allocation  plan  has  signifi¬ 
cantly  lower  cost  of  coir  nee  than  the  MCHRA  allocation  plan 
based  on  the  preceding  analysis.  The  range  of  cost  savings^® 
that  can  be  achieved  in  1994,  1995,  and  1996  is  summarized  in 
TcUole  5-12  for  each  individual  water  district. 

As  with  the  industrial  sector,  this  cost  con^arison 
reflects  water  use  reductions  as  required  in  each  of  the  two 
programs.  Thus,  the  water  use  re*  varies  from  program 
to  progreun.  Specifically,  the  MCWRa  p’^ograun  requires  greater 
water  use  reductions  than  the  free  market  prograun  for  the  City 
of  Salinas  in  1994  and  MCWD  in  all  years.  The  free  market 
program  requires  greater  reductions  than  MCWRA  prograun  for  the 
City  of  Salinas  in  1995  and  1996  aucid  Cal  Water  in  all  years. 
As  a  result,  the  cost  savings  in  Tadsle  5-12  reflects  both  the 
allocation  methodology  and  the  required  reduction  levels.  The 
cost  savings  (both  positive  and  negative)  in  the  "No  Water 
Trade  (Regulatory  System)  case  indicate  the  cost  inplications 
of  the  different  water  reduction  levels.  The  market  based 
plan  has  lower  costs  (positive  cost  savings)  in  those  cases 
where  its  required  water  reductions  are  lower;  it  has  higher 
costs  (negative  cost  savings)  in  those  cases  where  its 
required  water  reductions  are  higher.  If  both  plans  required 

^®The  definition  of  "Cost  Savings"  for  this  ainalysis  is 
the  subsample  representative's  cost  of  compliance  under  the 
MCTWRA  allocation  prograun  minus  its  cost  of  conpliance  under 
the  free  market  prograun. 
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the  seawater  reductions,  they  would  have  Identical  costs  in 
the  "No  Water  Trade”  case. 

The  other  negative  costs  savings  in  Table  5-12  also 
reflect  this  pattern.  As  the  price  of  vrater  increases,  it 
becomes  more  e3q>ensive  to  buy  urater  to  satisfy  the  required 
reductions.  Therefore,  negative  cost  savings  are  most  likely 
in  cases  where  the  market  prices  are  high  and  the  free  market 
based  program  has  higher  reduction  levels.  Tad>le  5-12  sho«rs 
negative  cost  savings  for  the  City  of  Salinas  in  1995  and  1996 


TABLI  5-12.  XJBBAH  SKCTOR  COST  SAVINGS  FIR  TSAR 
(BASID  cm  THE  TOLLOWZNO  MRRXIT 
PRZCI  OT  WATNR) 


1  cfirtfMM  1 

Yl 

WMw  TiWm  Bhjdrtwf 
tyrtwj 

ML  Mm  af  Vltaiw  b 
916M 

ML  Pfha  af  Itabr  b  OObM- 
fl 

IB 

M9NN 

4324.717 

4249232 

1  ” 

4(79299) 

4230222 

n 

4C42.172I 

4319299 

4222270 

1  1 

m 

Mht  Mm  W  WMw  b 

ITifMft 

Mkt  Mm  af  Wabr  b 
9l99ba4l 

■H  Piba  af  Vtabr  b 
tOUbilt 

94 

4149249 

4130249 

4  60240 

96 

4106525 

4  71200 

4  (03.1001 

B 

4  91241 

4  11219 

4(197294) 

1 
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TABLB  5-12  (C(»rrZHUBD) 


1  CalifwiM  Wt«w  Swvin  Cmpmt  | 

H 

Walw  ThRm  (Rap4rtwy 
Syrtia) 

Mkt  Prica  af  Watw  ia 
IIRitt-ft 

1  inn^iamtiin 

^■nBB 

94 

4(15,934) 

464,722 

427,482 

95 

4(62,816) 

462,807 

422322 

96 

4(110,924) 

460348 

416,448 

B 

MkL  PriM  tf  Dfatw  it 

Mkt  Priaa  af  VRalar  ia 
$18liaa4t 

MkL  Priaa  af  Watw  ia 
I2llkw4t 

1  94 

4(12,920) 

4(13,470) 

4  (15,670) 

1  95 

4(28,703) 

4(34328) 

4(59328) 

mm 

4(44,890) 

4(58340) 

4(105,140) 

MariM  CtMt  Whrtw  Dwtriet 

YR 

R«  Watir  Traiaa  (Rapilatary 
SyatMa) 

Mkt  Priaa  af  Walar  ia 
91Siba-ft 

MkL  Priaa  af  MMar  ia  I38|ae- 
ft 

94 

45,980 

414,629 

410,444 

45,980 

414,629 

410,444 

mm 

45,980 

414,629 

410,444 

m 

IRkt  Priaa  af  Wtolw  ia 
$7S)ae-ft 

Mia*  ■*  - - mM  WtmAmm 

Nm  rfiwv  VI  wraf  Iv 

IIIMaa-fl 

Mkt  Priaa  af  Watw  ia 

IlNiaa-ft 

\  94 

4164i65 

425,690 

462,190 

1  95 

416,565 

425,690 

462,190 

■9 

416,565 

425,690 

462,190 

jo-  Nagitiw  Cost  Savinos  | 

when  the  price  of  water  reaches  $200  per  ac-ft  and  for  Cal 
Water  in  1994,  1995  and  1996  when  the  price  of  water  reaches 
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or  exceeds  $75  per  ac-ft.  This  reflects  the  expected  pattern. 
The  reverse  is  also  true.  The  positive  cost  savings  for  the 
City  of  Salinas  in  1994  and  for  MCWD  in  all  years  are  at  least 
partially  explained  by  the  free  market  based  program  lower 
reduction  levels  in  these  cases. 

The  graph  of  the  1994  con^liance  cost  for  the  urban 
sector  in  Figure  5-3  shows  the  inherent  advamtage  that  the 
free  market  allocation  program  has  over  the  MCWRA  allocation 
prograum  in  the  urban  sector.  This  graph  is  developed  from  the 
urban  sector  combined  marginal  cost  curves  and  the  required 
levels  of  water  conservation  for  1994.  The  graph  assumes 
s\ibsaui^le  representatives  can  buy  or  sell  as  much  water  as 
they  like  at  the  going  market  price.  The  graph  shows  two 
levels  of  reduced  water  use  for  the  combined  urban  sector. 
One  represents  the  required  1994  reduction  for  the  MCWRA 
prograun  (7,879  ac-ft  per  year).  The  other  represents  the 
required  1994  reduction  for  the  free  market  prograun  (7,782  ac- 
ft  per  year) .  This  provides  a  comparison  between  programs 
with  the  saune  reduction  in  water  use.  When  the  level  of 
reduction  is  7,879  ac-ft  per  year,  the  compliance  cost  for  the 
MCWRA  program  would  be  $520,798.  The  compliance  cost  of  the 
free  market  allocation  prograun  for  this  level  of  reduction  is 
always  lower  thaui  the  MCWRA  prograun' s  cost.  The  saune 
relative  cost  comparison  is  repeated  when  the  required  ainnual 
reduction  is  7,782  ac-ft  per  year. 
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Figure  5-3.  Urban  Sector  Cost  Analysie 
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The  MCWRA  program  specifies  reduction  levels  for  each 
urban  water  supplier,  irregardless  of  the  marginal  cost  to 
meet  this  requirement.  Under  the  MCWRA  program,  the  City  of 
Salinas  is  forced  to  conserve  5,253  ac-ft  of  water  in  1994,  of 
which  4,299  ac-ft  are  conserved  through  a  low  flow  showerhead 
retrofit  program  at  $46  per  ac-ft  and  954  ac-ft  are  conserved 
through  an  information  and  education  prograun  at  $212  per  ac- 
ft.  MCWD  and  Cal  Water  meet  their  required  reductions  with 
only  a  low  flow  showerhead  retrofit  program.  Thus,  the 
marginal  cost  of  compliance  is  higher  for  the  City  of  Salinas 
under  the  MCWRA  prograun.  The  regulatory  program  allows 
cheaper  sources  of  water  conservation  to  go  untapped  because 
suppliers  cannot  buy  and  sell  water. 

Under  the  free  market  based  prograun,  urban  users  could 
buy  and  sell  Wc;.ter  shares  auid  credits  both  among  themselves 
and  with  other  industries.  Thus,  the  market  based  plan  will 
always  cost  less  than  the  MCWRA  prograun.  If  the  price  of 
water  is  less  tham  $46  per  ac-ft,  all  urban  users  would  meet 
their  water  requirements  by  purchasing  water.  If  the  price  of 
water  is  between  $46  and  $212  per  ac-ft,  all  urban  sector 
suppliers  would  implement  a  low  flow  showerhead  retrofit 
program.  MCWD  and  Cal  Water  would  exceed  their  water 
reduction  requirements  and  sell  their  excess  water^"^  on  the 

^^Excess  water  is  defined  as  the  amount  of  water  that  can 
be  conserved  which  is  in  excess  of  required  level  of 
conservation.  In  this  case,  MCWD  has  the  ed^ility  to  conserve 
644  ac-ft  of  water  annually  at  $46  per  ac-ft  through  its  low 
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open  market;  City  of  Salinas  would  not  satisfy  its  required 
reduction,  so  it  would  continue  to  purchase  some  water  from 
the  market.  However,  the  City  of  Salinas'  purchases  are  less 
expensive  than  the  alternative:  implementing  an  information 
and  education  program.  If  the  market  price  of  water  exceeds 
$212  per  ac-ft,  all  three  suppliers  could  profit  by  implement¬ 
ing  an  information  and  education  program  and  selling  their 
excess  water.  This  would  further  reduce  the  sector's  total 
compliance  costs.  Thus,  the  cost  to  each  supplier  and  the 
total  sector's  cost  are  lower  for  the  proposed  free  market 
program  than  for  the  MCWRA  progreun  at  all  water  prices. 


O.  AGRICULTURAL  SECTOR  COST  AKALYSIS 

The  agricultural  sector  cost  analysis  is  based  on  sixteen 
farms  located  near  the  following  cities:  Greenfield,  Soledad, 
Gonzales,  Salinas,  Castroville  and  Chualar.  These  farms  were 
selected  based  on  their  cUaility  to  provide  historical  data  on 
four  crops:  lettuce,  celery,  cauliflower,  cuid  broccoli. 
These  crops  were  chosen  because  they  are  four  largest  sources 
of  revenue  for  the  county  in  the  vegetable  crop  category  [Ref. 
7:p.  30]  .  This  category  accounts  for  71.5%  of  the  gross 


flow  showerhead  retrofit  program.  The  MCWRA  program  rec[uires 
the  MCWD  to  conserve  409  ac-ft  per  year.  Therefore,  235  ac-ft 
of  water  is  in  excess  (235  =  644  -  409)  .  Cal  Water  has  the 
eUbility  to  conserve  2,462  ac-ft  of  water  annually  at  $46  per 
ac-ft  through  its  low  flow  showerhead  program.  MCWRA  requires 
Cal  Water  to  conserve  2,217  ac-ft  per  year.  Thus,  245  ac-ft 
of  water  is  in  excess.  The  total  amount  of  excess  water 
available  from  MCWD  and  Cal  Water  is  480  ac-ft  per  year. 
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revenue  generated  by  the  agricultural  sector  of  the  Monterey 
County  [Ref.  7;p.  38] .  The  historical  data  included  acreage 
planted,  yield  and  growing  and  packing  costs  per  acre.  Farms 
do  not  have  accurate  water  use  data,  so  this  euialysis  assumes 
that  each  farmer  uses  on  average  2.59^^^  ac-ft  of  water 
annually  per  acre  of  crop.  This  figure  is  the  average  annual 
water  use  per  acre  of  crop  for  the  Salinas  Valley  and  is  based 
on  the  Montgomery  Watson  groundwater  model.  Tcd)le  5-13 
summarizes  the  data  collected  from  these  farms.  Note  that 
only  averages  are  shown.  This  protects  the  identity  of  each 
farm  and  its  proprietary  information. 


TABLE  5  >13.  AGEICDLTOEAL  ANALYSIS 

FOR  THE  PERIOD  1988  -  1993 


1  acres  I 

Unwa 

Salary 

■Pfl 

traaaaR 

Ave.  Groww  1988 

729 

131 

203 

146 

Aw.  Growtr  1989 

864 

121 

187 

164 

1  Aw.  Grawar  1990 

717 

141 

203 

165 

1  Aw.  Growar  1991 

655 

133 

203 

212 

y  Aw.  Growar  1992 

740 

155 

188 

234 

1  Aw.  Growar  1993 

658 

131 

182 

233 

1  Ava.  Growar  1988-93 

694 

135 

194 

192 

%  af  Aw.  Tatai 

57% 

11% 

16% 

16% 

Aw.  TaM 

AaiMft  Far  tha  Sawpla  Gmy 

IMM 

2,1N 

3,114 

3J72 
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TABLE  6-13  tCOBTIBUEO) 


1ELO  (Re.  of  Cartaa 

a  par  aatal 

LatiMt 

Cabry 

CaalHIawor 

kw.  Groww  1988 

753 

1220 

893 

611 

Avt.  Grower  1989 

785 

1190 

614 

618 

Ave.  Grower  1990 

767 

1178 

683 

740 

Ave.  Grower  1991 

773 

1161 

654 

621 

Ave.  Grower  1992 

751 

1154 

702 

649 

Ave.  Grower  1993 

814 

1170 

706 

64/ 

1  Carton  -  50  pounds 

GROWIIG  COST  PER  ACRE($) 

1 

LettMO 

Calory 

CaoBflawar 

Braoaali 

Ave.  Grower  1988 

1664 

3079 

1928 

1444 

Ave.  Grower  1989 

1743 

3051 

1976 

1467 

Ave.  Grower  1990 

1806 

3091 

2014 

1625 

Ave.  Grower  1991 

1912 

3260 

2122 

1675 

Ave.  Grower  1992 

3407 

2244 

1751 

Ave.  Grower  1993 

2117 

1822 

BET  PROFIT  A 

RER  PACK  AID  GROW  COSTS  (Total  m  9) 

LattMO 

Calory 

m - aa 

BratotH 

Ave.  Grower  1988 

•89 

252.223 

■42.297 

•154104 

Ave.  Grower  1989 

268.365 

118,707 

•34.367 

•37,749 

Ava.  Grower  1990 

479.852 

19.512 

2.992 

214158 

Ave.  Grower  1991 

228.452 

mm 

•87.206 

■22.248 
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TABLE  S-12  (COBTIBUEO) 


LattMM 

Mary 

^5555311 

baaaaK 

Ava.  Growar  1992 

270,809 

116,309 

2,326 

30,018 

Ava.  Grewar  1993 

220,397 

•96,168 

97,948 

36,131 

■ET  PROHT  PER 

ACRE  it) 

Lattwa 

Cilary 

CaalHIavMr 

^91 

Ava.  Growar  1988 

-.09 

1,925 

-208 

•108 

Ava.  Growar  1989 

405 

965 

-184 

•230 

Ava.  Growar  1990 

669 

138 

15 

132 

Ava.  Growar  1991 

349 

•472 

430 

■105 

Ava.  Growar  1992 

366 

750 

12 

128 

j  Ava.  Growar  1993 

336 

•734 

•538 

155 

1  Six  Ymt  Aw. 

MSM 

$  421 

•222 

MM 

I  2/3  TriaiMdl  Mmk 

4  34S 

-4283 

■BS 

Each  irrigation  methods'  efficiency  has  not  yet  been 
measured  in  the  Salinas  Valley.^®  The  MCWRA  estimates  that 


^®Irrigation  efficiency  (IE)  is  a  measure  of  the 
proportion  of  water  applied  that  is  actually  used  beneficially 
[Ref.  5 ;p.  4]  . 

IE  =  (Water  Beneficially  Used)  /  (Total  Water  Applied) 

Where  beneficial  uses  include  water  necessary  for: 

*  crop  transpiration 

*  salinity  control 

*  climate  control  (frost  protection  and  crop  cooling) 
and  non -beneficial  uses  include: 

*  application  losses  such  as  spray  drift  or  uncollected  run¬ 
off 

*  evaporation  from  wet  soil  surfaces  or  wet  foliage 

*  deep  percolation  of  water  past  the  root  zone  (in  excess  of 
the  leaching  requirements) 
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the  irrigation  efficiency  (IE)  for  all  crops  and  all 
irrigation  methods  is  64%  [Ref.  21]  .  However,  the  MCWRA 
Mobile  Lcdj  and  the  University  of  California's  Cooperative 
Agricultural  Extension  in  Salinas  evaluated  the  distribution 
uniformities  (DU)  for  various  farm  irrigation  systems  in  the 
Salinas  Valley  during  the  period  1990  -  1992. 

Distribution  uniformity  is  a  measure  of  how  evenly  an 
irrigation  system  applies  water  to  all  plants  in  a  field.  If 
water  is  not  applied  evenly,  portions  of  a  field  may  be  under¬ 
irrigated  and/or  over -irrigated.  If  distribution  uniformity 
is  low,  a  field  can  be  irrigated  sufficiently  only  if 
excessive  water  is  applied.  Non-uniform  water  application 
(low  DU)  is  one  of  the  main  limitations  to  achieving  high  on- 
farm  irrigation  efficiencies.  [Ref.  5;p.  4] 

This  distribution  uniformity  is  equal  to  irrigation 
efficiency  (not  accounting  for  application  losses)  when  the 
amount  of  beneficially  used  water  is  the  Scune  as  the  average 
amount  infiltrated  in  the  low  quarter.  Therefore,  "DU  may  be 
considered  as  the  maximum  potential  IE  of  a  properly  mcuiaged 
irrigation  system,  if  under- irrigation  is  to  be  avoided." 
[Ref.  5;p.  6] 

Distribution  uniformity  is  defined  as  DU  «  (low  1/4)  / 
(Average)  .  The  lower  1/4  is  the  average  depth  of  water 
infiltrated  in  the  25  percent  of  the  study  area  receiving  the 
least  amount  of  water;  average  is  the  average  depth  of  water 
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infiltrated  in  the  entire  study  area  [Ref.  5:p.  6]  .  TaUsle  5- 
14  summarizes  the  findings  [Ref.  5:p.  7] . 


TABLE  5-14.  DZSTRZBUTIOIf  lIHZPOSIIZTr 


'■m 

Vo. 

Min 

DU  (%) 

Max 

Average 

All  Systems 

103 

27 

93 

68 

Sprinkler 

39 

41 

87 

67 

Linear  Move 

10 

62 

88 

74 

Drip  (Vines) 

3 

49 

93 

69 

Drip  Tape 

26 

27 

92 

64 

(all) 

13 

27 

86 

60 

Berries 

Row -Crop 

13 

46 

92 

68 

Furrow 

25 

27 

88 

66 

This  analysis  will  asstune  that  the  irrigation  efficiency 
of  each  irrigation  method  in  the  valley  is  the  Scune  as  its  DU 
as  shown  in  Table  5-14.  This  assumption  generally  agrees  with 
the  historical  irrigation  efficiency  data  presented  in  Chapter 
II. 

The  cost  of  upgrading  a  existing  furrow  irrigation  system 
to  sprinkler  or  linear  irrigation  system  is  based  on  a 
telephone  interview  conducted  on  May  6,  1994  with  a  Salinas 
Valley  irrigation  supplier  and  rental  compcuiy  (Rain  for  Rent, 
Inc.).  Per  this  telephone  conversation,  there  is  no  cost 
savings  from  having  a  pre-existing  irrigation  system.  Very 
little  of  the  existing  system's  material  can  be  used  in  the 
new  system.  Therefore,  the  cost  of  upgrading  equals  the  cost 
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of  purchasing  and  installing  a  new  irrigation  system.  TaUDles 
5-15  and  5-16  show  the  data  that  will  be  used  to  estimate  the 
marginal  cost  curve  for  reducing  water  use  in  agricultural 
sector. 


TABLE  5-15.  ZRRIGATZOK  SYSTEM  COSTS  PEE  ACBE 


1  Type  ~ 

Service 
Life  (SL) 

Cost  per 
Acre  (CA) 

ZE 

CA/SL 

Linear 

10  Yrs 

$531 

74% 

$65.46 

Sprinkler 

10  Yrs 

$300 

67% 

$36.98 

Furrow 

10  Yrs 

$100 

66% 

$12.33 

IE  =  DU  (from  Table  5-13) 


CA/SL  -  The  equivalent  uniform  cumualized  cost  per  year, 
per  acre,  of  the  capital  investment^®  for  the 
indicated  irrigation  system.  (EQ.  4,  &  Calc. 
146) 


TABLE  5-16.  AMETOAL  COST  PEE  AC-FT  OP  HATBE 

SAVED  BY  UPQEADZMG  THE  ZEEZGATZOM 
SYSTEM  FEGM  FUBEOM 


Type 

Zncreesed  Capital 
Investment  Cost 
Per  Acre 

Cost  per  ac-ft  of 
Mater  Saved  per 
Year  per  Acre 

Linear 

$53.13 

$256 . 42-1 

Sprinkler 

$24.65 

$951. 74, 

^®The  capital  investment  is  equal  to  the  cost  of  initial 
purchase  and  installation  of  the  system.  But,  it  does  not 
include  the  annual  operational  euid  maintencmce  cost  of  the 
system. 
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1.  Marginal  Cost  Curve  for  Reducing  Water  Use  for  an 

Individual  Famer 

The  following  marginal  cost  curve  uses  the  preceding 
cost  for  upgrading  the  irrigation  system.  The  gross  profit^^ 
analysis  for  each  crop  is  based  on  its  historical  two- thirds 
trinmed  mean.  The  following  assunqptlons  were  also  made: 

1.  Water  use  per  acre  for  a  furrow  irrigation  system  is 
2.59  ac-ft  per  year. 

2.  The  average  farmer  has  1215  acres  in  production  auxd  his 
crop  mix  is: 

a.  694  acres  of  lettuce 

b.  135  acres  of  celery 

c.  194  acres  of  cauliflower 

d.  192  acres  of  broccoli 

3.  The  average  farmer  is  using  a  furrow  irrigation  system 
and  would  upgrade  to  a  linear  move  irrigation  system 
since  it  has  the  lowest  marginal  cost  of  reducing  water 
use. 

4.  Farmers  would  opt  to  remove  crops  from  rotation  rather 
them  upgrading  the  irrigation  system  if  their  profit  per 
ac-ft  is  less  them  the  cost  per  ac-ft  of  the  upgrade. 

5.  The  average  farmer  will  be  referred  to  as  "the  farmer* 
for  the  purpose  of  this  section. 

The  average  profit  per  ac-ft  of  water  for  all  crops  in 
this  sxibsanqple  is  lower  than  the  cost  per  ac-ft  of  upgrading 
the  irrigation  system.  Thus,  farmers  would  choose  to  remove 
crops  out  of  production  before  upgrading  the  irrigation 
system.  In  particular  the  farmer  in  this  subsanqple  would 

^°6ross  profit  is  the  difference  between  sales  revenue 
and  production  costs. 
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choose  not  to  grow  broccoli  and  cauliflower  in  order  to  sell 
the  water  saved  if  the  price  of  water  is  between  $0  and  $133 
per  ac-ft.  If  the  price  of  water  is  between  $133  amd  $141  per 
ac-ft,  the  fanner  would  not  grow  celery  in  order  to  sell  the 
water  normally  used  on  this  crop.  If  the  price  of  water 
exceeds  $141  per  ac-ft  fanners  would  sell  all  their  water 
rights  and  grow  no  crops. 

It  must  be  understood  that  this  curve  is  based  on  the 
averages  observed  in  the  sample.  Individual  marginal  cost 
curves  Ccm  vary  greatly  from  this  average.  Some  fanner's 
marginal  cost  curves  may  justify  the  upgrading  of  the 
irrigation  system  before  taking  crops  out  of  production. 
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2.  Projected  Allowed  W«t«r  Um  Ddd«r  th*  MCNSA  Prograa 
and  Bconomie  Cost  Par  Taar 

The  following  table  (5-18)  present  the  projected 
average  allowed  water  use  euid  economic  cost  per  year  for  an 
average  fanner  in  the  san^le  under  the  MCWRA  Ordinance  No. 
3735.  This  ordinance  estcJalishes  upper  limits  on  the  eunount 
of  groundwater  that  can  be  extracted  for  irrigation  purposes. 
The  limit  is  based  on  the  location,  acreage  of  irrigated  crop 
land,  and  crop  type.  Table  5-17  shows  the  current  pumping 
limits  (MCWRA  Ordinauice  No.  3735)  . 

To  determine  the  average  farmer's  projected  annual 
water  demand,  the  ordinance  limit,  the  required  reduction  and 


TABLE  5-17.  UPPER  FOMPZMO  LIMITS  PER  ACRE 

OF  CROP  LAND  (IN  AC>PT  PER  TSAR) 


TYPE  "A*  CROPS 

TYPE  •B"  CROPS 

TYPE  "C*  CROPS 

PI 

2.33 

4.00 

1.67 

P2 

2.56 

4.00 

1.84 

El 

2.84 

4.22 

1.75 

E2 

3.00 

4.44 

2.17 

P3 

3.23 

4.44 

2.25 

FB 

3.89 

5.11 

2.83 

UV 

4.11 

5.33 

3.00 

Type  "A" 

Crops  -  Vegetables,  Field,  Berries,  Trees,  I 

Forage 

Type  "B" 

Crops  «  Nursery 

Crops  «  Grapes 

PI  through  P3  are  subareas  of  the  Pressure  Area 

1  El  and  E2 

are  subareas  of 

the  Eastside  Area  1 

1  FB  -  Forebay  Area 

1  UV  -  Upper  Valley  Area 

1 
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TABLE  5-18.  SOMIfART  OF  AOEZCOLTDEAL  COKPLZAEd  COSTS 
FOR  THE  MCNSA  ALLOCATZOV  FROORAII 
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the  annual  cost  of  complying  with  the  MCWRA's  allocation 
progreun  (EQ.  6),  this  analysis  assumes: 

1.  The  projected  anniial  demand  per  acre  is  2.59  ac-ft. 
This  figure  is  the  average  water  use  per  acre  of 
irrigated  crop  land  according  to  the  Montgomery  Watson 
groundwater  model. 

2.  The  annual  upper  piimping  limit  per  acre  for  an  average 
farmer  in  the  valley  is  3. 455147  ac-ft.  This  is  a 
weighted  average  of  the  authorized  pumping  limit  for 
type  ”A"  crops.  It  is  based  on  the  1991  distribution 
of  crop  land  between  the  four  hydrological  regions  (See 
Tad)le  5-18)  [Ref.  2:p.  4-13]. 

3 .  The  level  of  crop  production  and  acreage  remains 
constant  for  1994,  1995  amd  1996. 

3.  Projected  Allowed  Water  Use  under  the  Free  Market 
Program  and  Iconomic  Cost  Per  Tear 

Tables  5-19  presents  the  allowed  water  use  euid  the 
ainnual  cost  of  ccxnpl lance  for  the  average  farmer  based  on  the 
proposed  allocation  program,  the  agricultural  marginal  cost  of 
compliance  curve  and  the  projected  shortfall.  TaUDle  5-20 
presents  that  same  data  for  the  agricultural  subsample  as  a 
whole.  The  projections  for  the  free  market  progreun  are  based 
on  the  following  assumptions: 

1.  The  farmers  would  choose  to  use  the  mean  of  the  last 
five  years  for  their  historical  use  figure.  Average 
water  use  -  ABA  -  ( (PY88  +  FY89  +  FY90  FY91  +  FY93)  / 
5)  . 

2.  The  average  net  reduction  for  the  zone  is  equal  to  the 
total  discharge  for  the  zone  divided  by  the  total 
discharge  (ANR  «  Total  Recharge  /  Total  Discharge) . 

3.  Based  on  the  Montgomery  Watson  Groundwater  Model,  the 

total  discharge  for  the  valley  -  535,000  ac-ft  per  year 
and  the  total  recharge  for  the  valley  -  498,000  ac-ft 
per  year.  Therefore,  ANR  «  498,000  /  535,000  -  .93. 
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TABLE  5-19.  AN  INDIVIDUAL  PABMBR'S  COMPLIANCE  COST 
FOR  THE  FREE  MARKET  ALLOCATION  PROGRAM 
(EQ.  7,  CALC.  158-162) 


Projected  Water 

Authorized 

Shortfall 

Acreage 

Demanded 

Limit 

Per  Year 

1215 

3,147 

2,927 

220 

Economic 

Cost/Yeari 

No  Water  Trades 

Mkt.  Price  of 

Mkt .  Price  of 

(Regulatory 

Water  is 

Water  is 

System) 

$15/ac-ft 

$30/ac-ft 

$0 

($11,700) 

($23,400) 

Mkt.  Price  of 

Mkt .  Price  of 

Mkt .  Price  of 

Water  is 

Water  is 

Water  is 

$75/ac-ft 

$100/ac-ft 

$200/ac-ft 

($58,500) 

($78,000) 

($286,209) 

1  $  0  «  negative  cost  »  Profit 

4.  The  AEA  is  2.59  ac-ft  per  year  per  acre  which  is  the 
average  water  use  per  acre  of  irrigated  crop  land  given 
by  the  Montgomery  Watson  groundwater  model. 

5.  The  average  farmer  water  share  allotment  in  acre -feet 
would  be  equal  to  the  average  net  reduction  of  the  zone 
multiplied  by  the  historical  average  water  use  (allotted 
Annual  Extraction  Amount  (AAEA)  -  AEA  X  ANR)  . 

Authorized  Limit  =  AAEA  =  2.41  ac-ft/yr  =  2.59  ac- 
ft/year  X  .93. 

6.  The  cost  of  compliance  for  the  free  market  allocation 
plan  assumes  that  subsample  representatives  will  be  ed}le 
to  purchase  or  sell  as  much  water  as  they  desire  at  the 
prevailing  market  price. 

7.  All  crops  that  have  historically  negative  profit  margin 
will  be  assumed  to  have  zero  profit  margin  for  this 
analysis. 

8.  The  acreage  of  crop  production  will  stay  constant  in  the 
future.  Therefore,  an  average  farmer  will  have  1,215 
acres  of  crop  land  under  production  each  year  based  on 
data  collected  from  the  agricultural  sample. 
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TABLl  5-20.  AOSZCDLTDSAL  SECTOR  COMPLZJUVCI  COSTS 

rOR  THE  FREE  KRRKET  ALLOCRTZON  PR06RRM 
(1994-1996)  (EQ.  7,  CALC.  153-157) 

Authorised 
46,832 

EconoBdc  Cost/T— rt 

Mkt.  Price  of 
Water  Is  $l5/ac- 
ft 

($187,200) 

Mkt .  Price  of 
Water  is 
$100/ac-ft 

($1,248,000) 

1$  0  -  negative  coat  -  Profit  from  reducing  crop  acreage  I 
andsellingtheexcesswater^^^^^^^^^^^^^^^^^^^^^l 

4.  Economio  Coat  Coapariaou  o£  the  Two  Allooetlou  Plana 
The  preceding  amalysis  sho«rs  that  the  free  market 
program  creates  a  potential  revenue  stream  for  the  farmers  in 
the  semple.  Cauliflower  and  broccoli  have  had  a  negative 
average  profit  for  the  sample  of  farmers  over  the  last  six 
years.  The  water  used  on  these  crops  could  be  sold  on  the 
open  market.  The  proposed  free  market  program  can  profit  the 
agricultural  sanple  group  even  though  it  requires  a  greater 
water  reduction  thain  the  MCWRA  allocation  program. 

This  analysis  also  indicates  that  the  farming  commun¬ 
ity  would  lose  its  economic  incentive  to  farm  if  the  market 
price  of  mrater  exceeds  $140.54  per  ac-ft.  This  is  profit 


No  Water 
Trades 
(Regulatory 
System) 

$0 

Mkt .  Price 
of  Water  is 
$75/ac-ft 

($936,000) 


Mkt.  Price  of 
Water  is 
$30/ac-ft 


($374,400) 

Mkt .  Price  of 
Water  is 
$200/ac-ft 

($4,579,344) 


Projected 

Water 

Acreage 

Demanded 

19,440 

50,352 

Shortfall 
Per  Tear 


3,520 
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margin  per  ac-ft  of  water  for  the  most  profitable  crop, 
lettuce. 
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VZ.  COMCLUSZOH 


This  thesis  examines  the  advamtages  euid  disadvantages  of 
three  ways  to  allocate  groundwater.  It  also  determines  if  a 
free  market  allocation  program  is  more  economically  efficient 
than  the  MCWRA  allocation  program  for  the  Salinas  Valley.  The 
thesis  covered  four  areas: 

1.  The  groundwater  resource  problens  in  the  SVGB  amd  the 
Valley's  historical  laind  amd  water  use  trends  in  the 
agricultural  and  the  urban  sectors  were  discussed.  The 
urbaui  sector  analysis  %ras  divided  into  five  segments: 
industrial,  residential,  ccxnmerclal,  agricultural,  auid 
governmental.  Backgrotind  material  was  presented  on  the 
MCWRA' s  mission  and  legal  authority  amd  the  steps  they 
have  tadcen  to  solve  the  groundurater  resource  problem. 

2.  The  advauxtages  and  disadvantages  of  three  basic  alloca¬ 
tion  systems  were  analyzed.  The  three  systems  are:  the 
regulatory  control  system  (maucimum  consumption  limits) ; 
the  taucation  allocation  system  (consumption  fee) ;  amd 
the  free  roarlcet  allocation  system  (trauisferad>le  consunp- 
tion  rights) . 

3.  A  privatization  plan  for  the  SVGB  was  proposed.  Bach  of 
the  plam's  prograun  elements  were  identified  amd  auoalyzed 
for  feasibility.  A  proposed  orgamizational  structure 
was  also  auialyzed. 

4.  The  coopliamce  costs  were  estimated  for  two  allocation 
plams  (MCWRA' s  plan  amd  theoretical  free  market  (priva¬ 
tization)  plam) ,  based  on  a  saurple  group  of  water  users 
from  the  industrial,  urbam  amd  agricultural  sectors. 
The  initial  start-up  amd  amnual  operating  costs  of  both 
allocation  plams  were  also  estimated. 

The  conclusions  drawn  from  each  cooponent  will  be  discussed  in 

the  following  sections. 


A.  SVGB  6R0DMDIIATBR  RBSODRCES  PROBLSM 


The  SVGB  has  historically  been  overdrafted  by  37,000  ac-ft 
of  water  annually  (See  Table  2-8) .  Evidence  shows  that  the 
basin's  groundwater  levels  have  been  constantly  declining 
since  1945  (see  Figure  2-7) .  The  groundwater  currently 
required  by  the  basin's  agricultural,  urban  and  industrial 
water  users  7S  greater  than  the  basin's  natural  recharge  rate. 
This  condition,  if  not  corrected,  will  continue  and  possibly 
accelerate.  Data  presented  in  Chapter  II  indicates  that  the 
urban  sector  is  projected  to  continue  increasing  its  demand 
for  water  through  the  year  2020  (See  Table  2-2,  2-3,  2-4,  2- 
5, and  2-6) .  Agricultural  water  demand  will  probably  remain 
constant,  or  decrease  slightly,  as  small  portions  of  farmland 
are  annually  converted  into  urban  uses. 

Overdrafting  of  the  basin  has  caused  several  documented 
problems : 

1.  The  cost  of  extracting  groundwater  from  the  basin  has 
increased  as  the  water  table  lowers.  'This  has  also 
permanently  dcunaged  the  basin's  storage  capacity  because 
parts  of  the  water  bearing  semiconsol idated  sediments 
have  been  irreversibly  compacted. 

2 .  Overdrafting  in  the  Pressure  Area  has  accelerated 
seawater  intrusion  into  the  basin's  aquifers  along  the 
coast  [Ref.  l:p.  31]  .  Seawater  intrusion  poses  a 
serious,  imminent  threat  to  the  municipal  water  supply 
for  the  City  of  Salinas  ?.nd  other  costal  comnunities. 

3 .  Nitrate  Contamination  in  the  SVGB  is  believed  to  occur 
when  the  agricultural  community  over- irrigates  their 
crops.  Over- irrigation  en6d}les  nitrate  laden  water  to 
percolate  deep  into  the  aquifer  system,  reducing  the 
basin's  water  quality. 
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The  MCWRA  has  taken  several  steps  to  reduce  overdrafting 
in  the  SVGB: 

1.  The  MCWRA  estcdilished  the  Salinas  River  Basin  Management 
Plan  (BMP)  /progrcun  to  develop  and  construct  alternative 
water  supplies  for  the  Salinas  Valley. 

2.  The  MCWRA  has  executed  a  water  demand  management  alloca¬ 
tion  plan  by  implementing  the  following  progreuns: 

a.  Voluntary  educational  programs  to  promote  water 
conservation  methods/progrcuns  and  improve 
irrigation  efficiency  (i.e.,  the  Mobile  Irrigation 
Laiboratory  program;  the  California  Irrigation 
Management  Information  System  (CIMIS)  ,  the  Water 
Awareness  Committee  of  Monterey  County,  etc.) 

b.  A  regulatory  control  system  (maximum  consumption 
standards)  for  allocating  groundwater  in  the  Basin. 
This  was  implemented  by  a  series  of  ordinances 
regulating  maximum  agricultural  water  use  by  crop 
type  and  mandating  urban  water  conservation 
targets . 

c.  A  groundwater  extraction  charge  to  finamce  the  BMP 
program  and  provide  economic  incentives  for  well 
owners  to  conserve  water. 

These  progrcuns  are  within  the  MCiWRA's  legal  authority,  as 
conferred  by  the  State  of  California.  This  includes  authority 
to; 

1.  Regulate  urban  and  agricultural  water  use  by  setting 
upper  pumping  limits  euid  mandatory  water  conservation 
requirements.  (MCWRA  Ordinance  No.  03744  and  03720) 

2.  Monitor  pimping  on  all  Salinas  Valley  wells  having  a 
discharge  pipe  with  a  diameter  of  3  inches  or  greater. 
Well  owners  are  required  to  purchase  euid  install 
flowmeters  on  their  wells,  and  to  report  annually  their 
groundwater  pumping  activity  to  the  MCWRA.  (MCWRA 
Ordinance  No.  3717) 

3.  Levy  a  surcharge  on  well  owners,  based  on  the  amount  of 
groundwater  they  extract  from  the  basin.  The  charges 
are  incremental  and  increase  as  the  queuitity  of  water 
pumped  increases  ed}ove  the  relevant  upper  pumping 
limit.  (MCWRA  Ordinance  No.  3742) 
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B.  ALLOCXTION  SYSTEM  ANALYSIS 


The  economic,  legal  and  operational  advantages  and 
disadvantages  of  three  basic  allocation  systems  for  the  SVGB 
were  also  examined.  The  major  findings  for  each  allocation 
program  are  presented  in  the  following  tables: 


TABLE  6-1. 


FREE  MARKET  ALLOCATION  METHOD 


Advantages : 

Disadvaintages  x 

1)  Commonly  occoptod  by  tho  oconomk  commurnty  os 
tho  most  oconomicaliy  officiont  of  tho  throo  basic 
mothods. 

1)  The  govammant  lades  knewladga  and  wpirionco  in 
using  this  diocation  mathod. 

21  Croatos  profit  inconthm  to  consorvo  water  and 
dovolop  now  water  conservation  technology  and 
methods. 

21  This  alocation  method  doos  not  inhorwrtly  gansrata 
rowmios  to  cavor  monitering  and  onforcomont  casts 
unioss  MCWRA  colocts  surchargas  on  water  sharo 
trades  or  colocts  fines  for  program  vialations. 

3)  AHocatos  groundwater  on  tho  basis  of  tho  most 
vahiablo  use  of  water  at  that  time. 

4)  CompatBlo  with  existing  logiaiation. 

5)  Minimizos  politicat  invohnmsnt  (comparad  to  tho 
other  two  alocation  syatsmsi. 
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TABLE  6-2.  TAXATION  ALLOCATION 


) 


Advantages  t 


1)  Cost  avoidaiiGO  croatos  an  incantiva  to  contorvo 
watar,  and  davaiop  now  watar  consarvatioo  tadmoiogy 
and  nwthods. 


2)  Tha  allocation  mothod  ganaratas  a  positna  ravanua 
straam  for  tho  MCWRA. 


31  This  alocation  mothod  is  ralativolY  auy  to  monitor 
and  anforco. 


41  Tho  govommant  has  prior  aiparianca  and  oxisting 
logisiation  for  this  typo  of  alocation  mothod. 


5)  This  alocation  mothod  wll  ganaraly  haw  a  groatar 
aconomic  afficioncy  comparad  to  a  ragidatorv  cantrol 
allocation  mothod  (maximum  consumption  standards) 
giwn  that  both  roduco  watar  usa  to  tho  sama  lowl. 


(CGNSUMPTION 


Dlsedvantages  t 


1)  Economic  inaffidancias  can  ha  ganaratod  by  giwng 
suhiidias  and  wahrnrs  to  apodal  intarast  groups  for 
political  raosans. 


2)  It  is  paiticaly  difficult  to  chango  tha  surcharga 
onca  it  has  baan  astabishad. 


TABLE  6-3.  REGULATORY  CONTROL  ALLOCATION  METHOD  (MAXIMUM 
CONSUMPTION  LIMITS) 


Advantages  s 

Disadvantages  t 

1)  Historically,  tho  most  widaly  usad  mothod  to 
allocato  watar  in  tho  Unitad  Statas. 

1)  The  marginal  costs  of  radudng  wator  consumption 
vary  groatly  among  dHfsrsnt  consumsrs. 

2)  Easy  to  hnplamsnt  duo  to  prior  gowmmantal 

1  oxporionca  and  oxisting  logiiiation. 

2)  Than  is  no  aconomic  incsntiw  to  consorw  oratsr 
bayond  tha  authorized  uppar  pumping  Emit 

1  31  Noutral  financial  impact  rownuo  coloctod  from 

1  finas  can  offset  administratiw  costs. 

3)  Hat  iht  fTMlMt  potsftiity  for  poHcaly  mativatad 
acononac  aiafficiiiiciaa* 

4)  The  MCWRA  would  retain  complete  control  owr  tho 
usa  and  alocation  of  groundwatsr  in  tha  basin. 

4)  h  is  paiticaly  dfificult  to  chango  tho  pumping  Enat 
onco  it  has  boon  ostahlshsd. 

5)  Croatos  an  incantiva  for  wol  ownors  to  invost  in 
wator  consarvation  technology  and  mothods  whan  tiwir 
domand  for  wator  is  groatar  than  tho  authoruod  Hrnit 

C.  FREE  MARKET  (PRIVATIZATION)  ALLOCATION  PROGRAM 


The  third  conponent  of  this  thesis  described  a  free  market 
allocation  progreun  for  the  SVGB.  It  was  patterned  after  the 
Reclaim  prograun  that  is  managed  by  the  South  Coast  Air  Basin. 
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The  proposed  program  uses  water  credits  (units  of  ownership 
for  water  stored  in  the  basin)  and  shares  (units  of  ownership 
for  the  recharge  water  that  flows  into  the  basin)  to  transfer 
water  consumption  rights  between  private  parties. 

The  best  method  to  initially  the  allocate  water  stored  in 
the  basin  is  to  allocate  it  to  the  MC!WRA  as  water  credits. 
The  agency  may  then  sell  or  transfer  these  credits  to  private 
parties.  The  best  method  to  allocate  water  shares  is  based  on 
historical  water  use  for  urban  and  industrial  well  owners. 
For  agricultural  well  oumers,  the  easiest  and  fairest  way  of 
allocating  water  shares  is  based  on  either  total  acreage  owned 
or  acreage  being  farmed. 

The  most  efficient  way  to  trade  water  credits  ouid  shares 
is  to  operate  a  system  similar  to  the  NASDAQ  stoc)c  exchange. 
Buyers  and  sellers  of  credits  and  shares  would  place  orders 
which  the  MCWRA  would  execute.  A  computerized  system  would 
trac)c  these  transactions  euid  monitor  the  participants'  pumping 
activity. 


D.  RELATIVE  COMPLIANCE  COSTS 

Finally,  this  thesis  analyzed  the  compliance  and  implemen¬ 
tation  costs  for  both  the  MCWRA  allocation  program  amd  the 
proposed  free  marJcet  (privatization)  program.  The  analysis 
sampled  representatives  from  the  industrial,  urban  and 
agricultural  sectors.  The  industrial  representative  is  the  J. 
R.  Smiucker  Company.  The  urbaui  representatives  include  the 
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City  of  Salinas,  the  Marina  Coast  Water  District  and  the 
California  Water  Service  Con^ny.  The  agricultural  sector 
representatives  include  16  farms  located  in  the  following 
areas:  Greenfield,  Watsonville,  Soledad,  Gonzales,  Salinas, 
Castroville  and  Chualar.  Since  the  agricultural  data  is 
considered  proprietary,  averages  from  the  san^le  were 
presented  and  analyzed.  This  final  consonant  of  the  thesis 
was  subdivided  into  five  parts:  Implementation  Cost  Analysis; 
Industrial  Sector  Analysis;  Urban  Sector  Analysis; 
Agricultural  Sector  Analysis;  and  Summary  Analysis. 

1.  Inplementation  Cost  Analysis 

This  thesis  analyzed  the  initial  program  implemen¬ 
tation  costs  assiiming  that  both  the  MCWRA  allocation  program 
and  the  theoretical  program  do  not  currently  exist.  When 
implemented,  both  will  be  managed  by  new,  independent 
divisions  of  the  MCWRA.  This  assumption  mecuis  the  MCWRA  would 
have  to  hire  new  personnel,  purchase  support  ec[uii»ient  and 
furniture,  and  lease  additional  office  space  to  house  the  new 
division.  The  analysis  was  based  on  a  twelve  year  period  and 
a  four  percent  discount  rate. 

Expressed  as  net  present  cost,  the  implementation  cost 
of  the  proposed  program  is  $13,781,552;  while  the  implementa¬ 
tion  cost  of  the  MCWRA  program  is  only  $2,952,684.  The  major 
reason  for  the  difference  is  the  cost  of  monitoring  and 
enforcing  these  two  programs.  The  net  present  cost  of  the 
free  market  progreun' s  computerized  monitoring  and  enforcement 
system  is  $11,407,098;  the  MCWRA' s  program  uses  techniciauis  to 
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physically  check  each  well's  meter  on  a  quarterly  basis.  The 
net  present  cost  of  this  approach  is  only  $1,382,192.  If  the 
free  market  allocation  program  operated  on  an  honor  system 
similar  to  the  MCWRA  prograun,  where  pumping  volume  is  verified 
quarterly,  the  net  present  value  to  implement  this  allocation 
program  would  be  only  $3,472,372.  The  MCWRA' s  allocation 
program  is  much  cheaper  to  ioplement  than  the  free  market 
program's  allocation  plan  in  large  part  because  the  free 
market  program  envisions  a  more  proactive  monitoring  amd 
enforcement  plan.  This  requirement  is  not  a  unique  inherent 
rec[uirement  of  this  allocation  method. 

2.  Industrial  Sector  Cost  Analysis 

The  California  Products  Division  of  the  J.  M.  Smucker 
Company  is  am  agricultural  processing  and  packaging  plant. 
This  industry  segment  was  selected  due  to  its  high  water 
consunqption  auid  its  economic  significance.  This  division  has 
projected  that  their  water  consinrption  will  increase  by  5%  per 
year. 

Using  current  water  conservation  technology,  Smucker' s 
can  reduce  water  use  by  96  ac-ft  annually  (65  percent) .  The 
euuiual  average  cost  for  the  first  7.37  ac-ft  of  water  con¬ 
served  (5%  reduction  in  water  use)  is  $27  per  ac-ft.  This 
five  percent  reduction  would  be  accomplished  by  augmenting 
Smucker' s  current  water  conservation  program.  Smucker  can 
also  save  an  additional  88  ac-ft  of  (60  percent  reduction  in 
water  use)  using  a  membrane  filtration  recycling  system.  This 
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latter  technology  costs  $443  per  ac-ft  of  water  aumually.  le 
preceding  cost  estimates  were  used  to  deter-mine  the  cost  of 
con^lying  with  both  allocation  programs,  based  on  the 
assunqptions  stated  in  Chapter  V.  For  amy  given  level  of  water 
use  reduction,  the  proposed  free  market  allocation  program  had 
a  lower  cost  of  conpllauice  than  the  MCHRA's  prograun  unless  the 
market  price  of  water  is  $433  per  ac-ft.  At  this  price, 
Smucker  would  neither  buy  or  sell  water.  They  would  reduce 
water  to  exactly  the  required  level  through  conservation,  as 
with  the  MCWRA  program.  In  this  case,  both  programs  would 
have  a  similar  cost.  Thus,  for  this  ccxipany,  the  proposed 
free  market  allocation  program  is  economically  preferaUDle  to 
the  MCWRA' s  program. 

3.  Urban  Sector  Analysis 

The  urban  sector  auialysis  determined  the  marginal  cost 
of  reducing  water  use  through  five  methods  of  water  conserva¬ 
tion.  The  marginal  cost  of  reducing  water  use  by  one  ac-ft 
per  year  for  each  of  the  five  conservation  methods  are  shown 
below: 

1.  Low  flow  showerhead  retrofit  program:  $46  per  ac-ft  per 
year. 

2.  Educational  and  public  information  program:  $212  per  ac- 
ft  per  year. 

3.  Water  reclamation  program:  $400  per  ac-ft  per  year. 

4.  Ultra  low  flow  toilet  retrofit  program:  $649  per  ac-ft 
per  year. 

5.  Seawater  desalinization  program:  $1050  per  ac-ft  per 
year. 
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These  marginal  costs  were  used  to  determine  the  cost 
of  conqpliance  for  both  allocation  programs  for  each  urban  area 
in  the  sample.  The  MCWRA  plan  specifies  reduction  levels  for 
each  urban  water  supplier,  irregardless  of  the  marginal  cost 
required  to  meet  this  requirement.  Under  the  MCWRA  plan, 
Salinas  if  forced  to  conserve  5,253  ac-ft  of  water  in  1994,  of 
which  4,299  ac-ft  are  conserved  through  a  low- flow  showerhead 
retrofit  progreun  at  $46/ac-ft  and  954  ac-ft  are  conserved 
through  an  information  and  education  progrcun  at  $212/ac-ft. 
Marina  and  Cal  Water  more  them  meet  their  required  reductions 
with  only  a  low  flow  showerhead  retrofit  program.  Thus,  the 
marginal  cost  of  con^liemce  is  higher  for  Salinas  under  the 
MCWRA  plan.  The  regulatory  plan  allows  cheaper  sources  of 
water  conservation  to  go  untapped  because  suppliers  camnot  buy 
and  sell  water. 

Under  the  market  based  plan,  urbam  users  can  buy  amd 
sell  water  shares  and  credits  both  aunong  themselves  amd  with 
other  industries.  Thus,  the  market  based  plan  will  always 
cost  less  than  the  MCRWA  plam.  If  the  price  of  water  is  less 
than  $46/ac-ft,  all  urbam  users  can  meet  their  water  require¬ 
ments  by  purchasing  water.  If  the  price  of  water  is  between 
$46  and  $212/ac-ft,  all  urbam  sector  suppliers  would  inplement 
a  low  flow  showerhead  retrofit  prograun.  Marina  amd  Cal  Water 
would  exceed  their  water  reduction  requirements  and  sell  their 
excess  water  on  the  open  market;  Salinas  would  not  satisfy  its 
required  reduction,  so  it  would  continue  to  purchase  some 
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water  frcxn  the  market.  However,  Salinas'  purchases  are  less 
eoqpensive  than  the  alternative:  implementing  an  education  and 
public  information  program.  If  the  market  price  of  water 
exceeds  $212/ac-ft,  all  three  suppliers  could  profit  by 
inqplementing  an  education  auid  public  information  program  auid 
selling  their  excess  water.  This  would  further  reduce  the 
sector's  total  con^liance  costs.  Thus,  the  cost  to  each 
supplier  and  the  total  sector's  cost  are  lower  for  the 
proposed  program  than  for  the  MCWRA  program  at  all  water 
prices . 

As  a  final  note,  the  MCWRA  allocation  progrsun  ties  the 
axinual  water  consusption  of  a  urbaui  area  to  its  population 
(i.e.,  it  specifies  a  per  capita  water  consunptlon  limit  based 
on  1987  per  capita  water  consultation) .  The  Association  of 
Monterey  Bay  Area  Governments  (AMBAG)  projects  that  the  urban 
sector  population  will  continue  to  grow.  Thus,  the  urbem 
demand  for  water  will  continue  to  grow  in  the  future.  This  is 
supported  by  the  data  received  from  the  City  of  Salinas  euid 
Cal  Water. 

4.  Agricultural  Sector  Analysis 

For  the  sanqple  frcxn  the  agricultural  sector,  the 
historical  average  profit  margin  for  cauliflower  was  -$222  per 
acre  and  for  broccoli  was  -$56  per  acre  fr<xn  1988  to  1993. 
Only  lettuce  and  celery  consistently  made  a  profit  during  the 
past  six  years.  Furthermore,  no  government,  private,  or 
academic  organization  has  estimated  the  Irrigation  efficiency 
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for  specific  sites  and  irrigation  methods  or  the  required 
average  water  application  rates  for  the  major  crops  groum  in 
the  Salinas  Valley.  Thus,  broad  assunqptions  were  made  in 
these  areas  to  develop  reasonable  marginal  cost  curves  for 
water  conservation  in  the  agricultural  sector. 

The  conpliance  cost  for  the  sample  from  the  agricul¬ 
tural  sector  is  zero  under  the  MCWRA  allocation  program. 
Water  use  in  the  sanple  is  equal  to  the  historical  water  use 
per  acre  of  irrigated  crop  land  in  the  agricultural  sector 
(2.59  ac-ft  of  water  per  year)  [Ref.  2:pp.  2-3]  .  This  is  less 
than  the  amount  authorized  by  the  MCWRA' s  allocation  program. 
The  MCWRA' s  program  allows  an  average  farmer  in  the  valley 
with  row  crops  to  use  3.455  ac-ft  of  water  per  year  for 
irrigation.  (3. 455  ac-ft  per  year  is  a  weighted  average  of 
the  authorized  pumping  limit  for  row  crops  based  on  the  1991 
distribution  of  crop  land  in  the  four  hydrological  regions 
(See  Chapter  V,  p.  203  for  details).) 

There  is  no  conplicuice  cost  for  the  Scuiple  from  the 
agricultural  sector  with  the  proposed  allocation  program 
either.  This  program  will  actually  generate  a  positive 
revenue  stream  for  the  average  farmer  in  the  Scuiqple.  Given 
the  past  negative  average  profit  for  cauliflower  cuid  broccoli, 
a  farmer  should  choose  to  sell  the  water  that  would  have  been 
used  to  grow  cauliflower  and  broccoli.  Water  sales  would  have 
a  greater  e3q>ected  profit  than  the  average  loss  incurred 
growing  broccoli,  and  cauliflower.  The  projected  profit 
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generated  for  an  average  fanner  in  the  san^>le  will  range  from 
$11,700  to  $286,209  per  year  as  the  market  price  of  water  per 
ac-ft  ranges  from  $15  to  $200.  Thus,  the  sanqple  from  the 
agricultural  sector  would  econanically  prefer  the  proposed 
allocation  program  rather  thain  the  MOfRA  program,  based  on  the 
assunqptions  stated  in  Chapter  V. 

B.  SmOIART  ANALYSIS 

This  analysis  has  demonstrated  that  a  free  market  alloca¬ 
tion  progreun  minimizes  compliance  costs  in  every  sector  for 
any  water  use  reduction  level.  This  sector  by  sector  analysis 
clearly  supports  a  free  market  allocation  prograun.  However, 
the  benefits  of  a  free  market  program  becooie  more  pronounced 
when  all  three  sectors  are  considered  simultaneously. 

Table  6-4  provides  the  water  use  reductions  envisioned  by 
the  MCWRA  and  proposed  free  market  allocation  program. 
Furthermore,  the  agricultural  sample  in  this  amalysis  uses  am 
estimated  16,000  ac-ft  of  water  per  year  for  cauliflower  amd 
brocolli.  The  required  water  conservation  in  both  prograuons 
can  be  satisfied  by  reducing  the  water  used  for  these  crops. 
Both  of  these  crops  have  had  negative  average  profits  for  the 
farmers  in  the  sample  over  the  last  six  years.  Therefore, 
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cost  minimization  would  in^ly  that  water  reduction  should 
focus  on  these  crops. 


TABLE  6-4.  EMOaiEBD  IKKTER  USB  RBDUCTIGHS 
(AC-FT  PBR  TBAK) 


1 

hiAMtoisI 

IMaa 

Minmni 

TaM  1 

1  MCWRA  RtpWrtwy  AltcatiM  Pragram  | 

1994 

69.75 

7J79 

(16A15P’ 

7^75 

1995 

77.49 

8.023 

6,100.49 

1996 

85.62 

8.167 

8252.62 

1  Ftm  Markat  Alacatian  Pragram  | 

1 

17.69 

7.782 

3.520 

1U18.69 

1  1995 

25.43 

8.734 

3.520 

12279.43 

1  '996 

33.56 

9.705 

3.520 

13258.56 

Under  MCWRA  regulatory  allocation  prograun,  each  user  in 
each  sector  must  conqply  with  specific  water  use  limits.  Ted^le 
6-5  shows  the  annual  costs  of  conplying  with  both  of  the  oU>ove 
levels  of  water  use  reduction  under  a  regulatory  allocation 
system.  Under  a  free  market  allocation  prograun,  the  entire 
water  use  reduction  rec[uirements  would  be  satisfied  by 
reducing  cauliflower  and  broccoli  production.  Because  these 
crops  have  negative  average  profits,  the  total  ccmqpllance 
costs  are  assumed  to  be  zero.  Thus,  the  total  conqpliance 
costs  for  the  regulatory  program  in  TeUole  6-5  represents 


^^Any  sector  with  excess  water  capacity  will  be  assigned 
a  value  of  zero  when  used  in  calculating  the  total  required 
water  use  reduction.  This  requirement  is  necessary  since  the 
regulatoiry  allocation  program  can  not  transfer  excess  water 
capacity  from  one  sector  to  cuiother. 
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savings  under  the  free  market  allocation  program. 
Furthermore,  farmers  could  sell  any  excess  water  on  the  open 
market.  This  would  further  increase  the  savings  associated 
with  a  free  market  program.  Assuming  farmers  eliminate 
cauliflower  and  broccoli  production,  Tad>le  6-6  shows  the  total 
cost  savings  of  a  free  market  program  as  the  price  of  water 
varies  from  $15  to  $100  per  ac-ft.  At  higher  market  water 
prices,  it  might  become  more  profited>le  for  farmers  to  start 
withdrawing  celery  and  lettuce  from  production  and  selling  the 
excess  water.  The  net  profitability  of  these  additional  water 
sales  would  further  increase  the  benefits  of  a  free  market 
allocation  program. 

Assuming  both  the  MCWRA  aind  free  market  programs  use  the 
Scune  monitoring  plan,  the  cost  savings  associated  with  the 
free  market  program  will  easily  exceed  the  extra  costs 
required  to  inqplement  this  progreun.  As  described  above,  if 
both  programs  check  pumping  rates  quarterly,  the  free  market 
progreun  costs  approximately  $520,000  more  to  inqplement 


216 


TABLE  6-5.  CCBCPLZANCB  CX>STS 


2 


TABLE  6 >5  (COMTINUED) 


1  HIEE  MARKET  AUOCATIOI  PROGRAM  | 

YR 

Tatil 

Mhrtw 

Uto 

RiAmOw 

816/aeft 

laobw-ft 

t76)w-ft 

IIIMao-ft 

94 

7,949 
•c-ft 
par  yr 

Intkiatrial 

Urban 

Agricultiirai 

1,046 

118,185 

(492240) 

2270 

236270 

(984,480) 

4278 

376,180 

(2.461200) 

6237 

3  88230 
(3281,600) 

Tatal 

(373209) 

(748240) 

(2280.142) 

(2287,13C: 

11,320 
ac-ft 
par  yr 

Industrial 

Urban 

Agricuhiiral 

265 

116,730 

(187200) 

509 

233,460 

(374,400) 

973 

3682(B 

(936200) 

9782671231 

378230 

(1248200) 

Total 

(70205) 

(140,431) 

1566.122) 

(868239)  1 

1 

95 

8,100 
ac-ft 
par  yr 

buhistrial 

Urban 

Agricultural 

1,162 

120245 

(492240) 

2203 

240,690 

(984,480) 

5,458 

384.196 

(2261200) 

7211  1 

397246 
(3281,600) 

Total 

(370,733) 

(741.487) 

(2271,548) 

(2277.143) 

12279 
ac-ft 
par  yr 

Industrial 

Urban 

Agricultural 

381 

131,010 

(187200) 

741 

262220 

(374,400) 

1254 

437221 

(936200) 

2,005 

468246 

(1248200) 

Total 

(55209) 

(111,639) 

(496225) 

(777,649) 

96 

8253 
ac-ft 
par  yr 

Industrial 

Urban 

Agricultural 

1,284 

122205 

(492.240) 

2247 

245210 

(984,480) 

6268 

392,154 

(2,461200) 

8224 

406254 

(3281.600) 

Total 

(388,451) 

(736223) 

(2262278) 

(2267222) 

13259 
ac-ft 
par  yr 

Industrial 

Urban 

Agricuhiiral 

503 

145275 

(187200) 

985 

291,150 

(374,400) 

2.163 

507204 

I93S200) 

2216 

560,154 

(1248200) 

L 

Total 

(41,122) 

(8226S) 

(426233) 

(685,028) 
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TABLE  6-6.  COST  SAVING  FOR  A  FREE 

MARKET  ALLOCATION  PROGRAM 


D 

Tital  Whtor  Um 
lUAKtiM 

IIS  ae-ft 

131  ae-ft 

175  aa-ft 

I1M  aa-ft 

94 

7,949  ac  ft 
par  vr 

921,017 

1,294,048 

2,628,150 

3,435,141 

11,320  ac-ft 
par  yr 

556,017 

626,243 

1,051,934 

1,354,251 

95 

8,100  ac-ft 
par  yr 

932,202 

1,302,956 

2,6334)15 

3,438,612 

12,279  ac-ft 
per  yr 

730,860 

786,690 

1,171,976 

1,452,700 

96 

8,253  ac-ft 
peryr 

943,052 

1,311,524 

2,637,579 

3,4414)23 

13,259  ac-ft 

940,297 

1,325,508 

1,584J203  1 

($3,472,372  -  $2,952,684).  This  cost  difference  can  be 
recovered  by  this  Scimple  in  the  first  year.  If  similar  cost 
savings  characterize  the  rest  of  the  SVGB,  it  is  clear  the 
free  market  program's  higher  implementation  costs  will  be 
fully  recovered  in  one  year.  In  fact,  the  free  market  program 
would  likely  generate  enough  savings  in  the  first  few  years  to 
pay  for  the  $11,407,098  (NPC)  computerized  monitoring  system, 
even  at  modest  water  prices. 

The  analysis  also  discovered  that  the  MCWRA's  allocation 
program  focuses  on  the  urban  sector  (the  industrial  sector  is 
a  sub- component  of  the  urban  sector)  and  the  agricultural 
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sector.  The  MCWRA  program  allows  urban  sector  water  use  to 
increase  in  the  future  but  does  not  force  the  agricultural 
sector  to  reduce  its  water  use  below  historical  levels. 
Therefore,  the  MCWRA  allocation  progreun  will  not  bring  the 
Salinas  Valley  Groundwater  Basin  back  into  balance. 

This  conclusion  results  from  two  progrcun  requirements. 
First,  the  MCWRA  allocation  program  allows  the  urban  sector  to 
increase  water  use  in  proportion  to  increases  in  population. 
Furthermore,  the  urban  sector  population  is  expected  to 
increase  until  2020  according  to  data  received  from  AMBAG. 
Thus,  water  use  in  the  urban  sector  can  be  expected  to 
increase  cdsove  its  current  levels  iintil  at  least  the  year 
2020.  This  conclusion  is  supported  by  the  data  received  from 
the  urban  areas  in  the  sample. 

Second,  the  punping  limit  for  agriculture  under  the  MCWRA 
allocation  prograun  is  set  at  level  higher  than  the  historical 
average  annual  historical  agricultural  water  use  per  acre  of 
irrigated  crop  land.  Historical  agricultural  water  use  is 
2.59  ac-ft/yr  per  irrigated  acre  and  the  upper  pumping  limit 
for  an  average  farmer  in  the  valley  is  3.455  ac-ft/yr  per 
acre.^^  This  upper  punping  limit  was  chosen  because  "B"  and 
"C"  type  crops  have  higher  punping  limits  than  "A"  type  crops. 
Therefore,  one  can  assiime  that  the  agricultural  sector  will 

^^3.455  ac-ft/yr  per  acre  is  a  weighted  average  of  the 
authorized  pimping  limit  for  Crop  "A"  type  crops  (row  crops) 
based  on  a  1991  distribution  of  crop  land  in  the  four 
hydrological  regions. 
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not  reduce  water  use  since  there  is  no  effective  requirement 
to  do  so. 

The  MCWRA  was  questioned  on  this  point  and  stated  it  vras 
true  that  their  allocation  progreun  would  not  by  itself  bring 
the  basin  into  balance.  However,  they  believe  the  basin  will 
be  in  balance  in  six  years,  when  the  Basin  Management  Plam 
(BMP)  project  is  consisted.  The  California  State  Water  Board 
is  skeptical  that  the  BMP  project  will  be  conpleted  in  six 
years.  [Ref.  30 :p.  3] . 

This  analysis  has  established  that  a  free  market 
allocation  program  is  not  only  feasible,  but  it  is  probably 
more  econcxnically  efficient  than  the  current  MCWRA' s 
allocation  program.  It  is,  however,  more  difficult  to  operate 
and  maintain  tham  the  other  two  allocation  methods  discussed 
in  this  thesis.  While  the  precise  values  and  responses  in 
this  thesis  (i.e.,  withdrawing  cauliflower  and  broccoli  from 
production)  depend  critically  on  the  assiimptions  amd  sao^le 
selected,  the  efficiency  of  a  free  market  program  relative  to 
a  regulatory  control  system  would  persist  for  other  assiinp- 
tions  and  samples.  The  free  market  program  provides  water 
users  with  considerable  flexibility  in  responding  to  water  use 
limits.  Users  can  replicate  the  Inflexible  results  mamdated 
by  a  regulatory  control  system  but  they  have  the  flexibility 
amd  mechanism  to  find  a  more  efficient  response. 

The  analysis  in  the  thesis  should  provide  sufficient 
justification  for  the  MCWRA  and  the  County  Board  of  super¬ 
visors  to  discuss  the  possibility  of  further  research  on  a 
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free  market  allocation  system  for  SV6B.  This  thesis  will 
hopefully  stimulate  policy  makers  and  leaders  of  the  c(»nnun- 
itles  within  the  valley  to  re-open  the  discussion  on  how  to 
properly  allocate  groundwater  in  the  Salinas  Valley  as  well  as 
bring  to  light  the  current  deficiency  in  the  MCWRA  allocation 
program. 
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APPXHDZX  A 


LIST  OP  SQDATZQIfS 

1.  Net  Present  Cost  for  an  Uniform  Annual  Cost  in  the 
Future  is: 

NPCj  (Uniform  Annual  Cost)  X  [(1/i)  -  (1  /  (i  X 

(1+1^*) )] 

i  -  Inflation  rate,  which  will  always  be  4%  for  this 
emalysis 

n  >  Number  of  years  being  discounted 

2.  Projected  Net  Future  Cost  for  Present  Cost  is: 

NFCi  (Present  Cost)  X  (1  +  i)“ 

i  «  inflation  rate,  which  will  alurays  be  4%  for  this 
ainalysis 

n  -  Number  of  years  projected  into  the  future. 

3.  Net  Present  Cost  for  a  Single  Future  Cost  is: 

NPCi  (Future  Cost)  X  (l  /  (l  +  i)") 

i  *  inflation  rate,  which  will  always  be  4%  for  this 
amalysis 

n  »  Number  of  years  being  discounted 

4 .  Uniform  Annual  Cost  in  the  Future  calculated  from  NPC  is 

Uniform  Annual  Cost  ■  NPC  /  [(1/i)  -  (1  /  (i  X  (l+i)“))] 

i  -  Inflation  rate,  which  will  always  be  4%  for  this 
analysis 

n  -  Niimber  of  years 

5 .  Calculation  of  NPC  for  Uniform  Annual  Cost  in  Perpetuity 
NPC  (Perpetuity)  -  Uniform  Tknnual  Cost  /  Inflation  Rate 
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6.  This  calculation  is  determined  by  the  following 
method:  (For  the  Industrial  and  Agricultural  sectors 
skip  to  step  c . } 

A)  Ordinance  Limit  for  the  Urban  Sector  is  determined 
by: 

Ordineuice  Limit  «  Pop.  X  (85%  X  (Representative's 
1907  Wat.  /  Pop.  or  Ser.)) 

B)  Required  Reduction  -  Projected  Water  Demanded  - 
Ordinance  Limit 

C)  The  annual  economic  cost  of  reducing  %vater  use  -  by 
the  level  required  each  year  -  is  determined  frcxn 
the  marginal  cost  curve.  The  area  underneath  the 
curve,  at  the  required  reduction  level,  is  equal  to 
the  annual  economic  cost  of  reduction.  For 
example:  Table  5*1,  Required  Reduction  is  69.75  ac- 
ft.  The  area  underneath  the  curve  for  this  level 
of  reduction  is  equal  to:  ($27  X  7.37)  +  ($433  X 
(69.75  -  7.37))  »  $27209.53.  All  calculations  for 
determining  the  cost  of  con^linace  with  MCWRA's 
progreun  will  be  calculated  in  this  manner. 

7.  The  economic  cost  of  reduction  is  calculated  in  the  same 
manner  as  in  EQ.  6  for  the  situation  where  there  is  no 
water  is  available  for  trade.  When  water  is  available 
it  is  assumed  that  a  subsanqple  representative  will  only 
purchase  water  up  to  a  price  that  is  equal  or  less  than 
its  own  marginal  cost  of  reduction.  The  water  reduction 
requirement,  which  is  not  fulfilled  by  open  market 
purchase,  will  be  acccmplished  through  internal  water 
conservation  programs.  The  economic  cost  of  reduction 
is  then  equal  to:  Cost  of  the  water  purchased  +  Cost  of 
conservation  program  (determined  by  the  marginal  cost 
curve)  .  For  exanple.  Table  5-2,  Market  Price  of  Water  is 
$30/ac-ft,  required  reduction  17.69  ac-ft.  Therefore, 
econcxnlc  cost  -  $509  -  Purchase  ((17.69  -  7.37)  X  $30) 
+  Water  Conservation  program  (7.37  X  $27) . 

If  the  market  price  of  water  is  greater  than  the 
marginal  cost  of  reduction,  then  it  is  assumed  that  the 
representative  will  sell  any  available  water  that  is  not 
required  to  meet  the  allocation's  program  requirements. 

Bxanqple  (On  page  44  of  the  thesis.  Calculation:  127) 

Compliance  Cost  -  Water  Conservation  Cost  -  Revenue 
Frcxn  Water  Sold  (For  calculations  124  thru  132) 
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Water  Conservation  Cost  »  (Amount  of  Water  Conserved  X 
Cost  per  ac-ft  of  water) 

Revenue  Prom  Water  Sold  «  (Amount  of  Water  Conserved  - 
AoKdunt  of  Required  Water  Reduction)  X  (Nar)cet  Price  of 
Water) 

Negative  Conqpliance  Cost  -  Profit 
-6,876  =  (46  X  644)  -  (100  X  (644  -  279)) 

8.  This  calculation  is  determined  by  the  following  method: 

A.  Uniform  «uinual  cost  using  BQ.  4  assuming  i  -4%,  n  « 
20  years,  NPC  -  $139,  $249,  $359. 

Uniform  Annual  Cost  »  NPC  /  [(1/i)  -  (1  /  (i  X 

(1+i)") )] 

10.2279  -  $139  /  13.5903 

18.3219  -  $249  /  13.5903 

26.4159  -  $359  /  13.5903 

B.  Cost  per  saving  one  ac-ft  per  year,  assuming  %fater 
savings  per  year  «  .02771  ac-ft  per  yr  per  toilet. 

Cost  per  yr  /ac-ft  *  Uniform  Annual  Cost  /  Water 
Savings  per  yr 

$369.11  -  $10.2279  /  .02771  ac-ft 
$661.20  -  $18.3219  /  .02771  ac-ft 
$953.30  -  $26.4159  /  .02771  ac-ft 

9.  This  calculation  is  determine  by  the  following  method: 

A.  Uniform  aumual  cost  using  EQ.  4  assuming  i  -4%,  n  - 
7  years,  NPC  -  $5.99,  $11.00,  $15.95. 

Uniform  Annual  Cost  -  NPC  /  I  (1/i)  -  (1  /  (i  X 

(l+i)"))l 

$  .9980  -  $5.99  /  6.0021 
$1.8327  -  $11.00  /  6.0021 
$2.6574  -  $15.95  /  6.0021 

B.  Cost  per  saving  one  ac-ft  per  year,  assximing  water 
savings  per  year  -  12,950  gallons/yr  -  .03974  ac-ft 
per  yr  per  showerhead.  325,850  gallons  «  1  ac-ft 

Cost  per  yr  /ac-ft  «  Uniform  Annual  Cost  /  Water 
Savings  per  yr 
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$25.11  -  $.9980  /  .03974  ac-ft 

$46.12  -  $1.8327  /  .03974  ac-ft 

$66.87  -  $2.6574  /  .03974  ac-ft 

10.  This  calculation  is  determine  by  the  following  method: 

A.  Cost  per  saving  one  ac-ft  per  year,  assuming  water 
savings  per  year  >  414  ac-ft  per  yr  and  the  aumual 
cost  is  $34,000  /  yr. 

Cost  per  yr  /ac-ft  «  Uniform  Axmual  Cost  /  Water 
Savings  per  yr 

$82.13  -  $34,000  /  414  ac-ft 

11.  This  calculation  is  determine  by  the  following  method: 

A.  Cost  per  saving  one  ac-ft  per  year,  assuming  %fater 
savings  per  year  -  42  ac-ft  per  yr  and  the  aumtial 
cost  is  $14,360  /  yr. 

Cost  per  yr  /ac-ft  «  Uniform  Anniial  Cost  /  Water 
Savings  per  yr 

$341.90  -  $14,360  /  42  ac-ft 

12.  The  Haiximum  amount  of  water  that  cam  be  reduced  for 
Salinas  and  Marina  is  determined  by  the  following 
calculations : 

A.  For  Low  Flow  Showerhead  Prograun,  assuming  90% 
population  currently  do  not  own  low  flow 
showerheads . 

Mauc.  Annual  Total  Water  Savings  >  (population  X 
90%)  X  (water  savings  per  year  per  person  using  a 
Low  Flow  Showerhead) 

B.  For  Information  auid  Education  Prograun,  assuming  it 
cam  reduce  water  use  by  5%. 

Maoc.  Annxuil  Total  Water  Savings  «  (projected  water 
use)  X  5% 

C.  For  Reclamation  Program,  assuming  it  cam  reduce 
water  use  by  15%. 

Mauc.  Annual  Total  Water  Savings  -  (projected  water 
use)  X  15% 
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D.  For  the  ULF  Toilet  Program,  assuming  90  %  popula¬ 
tion  currently  do  not  o%m  ULF  toilets  and  that 
ratio  of  multi  to  single  family  residencies  is  .22. 
This  calculation  also  assumes  that  the  following 
characteristics  are: 

Average  Single  Feunily  Household  has  the  following 
characteristic : 

Persons  per  household  »  3.0 
Toilets  per  household  -  2.2 

Average  household  characteristics  for  a  Multi - 
Family  residency  are: 

Persons  per  household  -  2.5 
Toilets  per  household  «  1.2 

No.  of  toilets  availed>le  for  retrofit  -  ( 
population  X  90%)  /  (((  ratio:  single  /multi)  X  ( 
Single  Feimily  ratio:  Persons  /  toilets))  (( 
ratio:  multi  /  single)  X  (multi  Family  ratio: 
Persons  /  toilets))) 

Max.  Annual  Water  Savings  *  (No.  toilets  availcdDle) 
X  (Annual  Water  Savings  Per  Toilet) 

E.  Seawater  Desalination  Program  can  produce  an 
infinite  cunount  of  fresh  water  given  enough 
resources . 

The  Maximum  amount  of  water  that  can  be  reduced  for 
Cal  Water  is  determined  by  the  following 
calculations  and  based  on  following  assvimptions: 

1)  The  ratio  of  multi -residency  water  use  to  the 
total  water  use  growing  at  linear  rate  of:  '94 
11.2%,  '95  11.5%,  '96  11.8%  and  single  family 
residency  is  constant  at  48%. 

2)  The  following  growth  projections  are  based  on 
prior  rates  assuming  linear  relationship  for 
single  and  multi -feunily  residency: 


Single 

Multi 

94 

177297 

6779.5 

95 

17354 

6800.4 

96 

17410 

6821.22 
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3)  On  average,  there  are  three  persons  residing  in 
a  single  residency  and  there  are  on  average  2.5 
persons  residing  in  a  multi -family  residency. 

A.  For  Low  Flow  Showerhead  Program,  assuming  90% 
population  currently  do  not  own  low  flow  shower- 
heads  . 

Meuc.  Annual  Total  Water  Savings  -  (population  X 
90%)  X  (water  savings  per  year  per  person  using  a 
Low  Flow  Showerhead) 

Population  -  (No.  of  single  residency  X  3.0  persons 
/  single  residency)  -k  (No.  of  Multi  residency  X  2.5 
persons  /  Multi) 

Annual  Water  Savings  per  Showerhead  per  person  « 
12,950  gallons  -  12,950  /  325,850  -  .03974  ac-ft 

B.  For  Information  and  Education  Program,  assuming  it 
can  reduce  water  use  by  5%. 

Max.  Annual  Total  Water  Savings  >  (projected  water 
use)  X  5% 

C.  For  Reclamation  Prograun,  assuming  it  Ceui  reduce 
water  use  by  15%. 

Maix.  Annual  Total  Water  Savings  »  (projected  water 
use)  X  15% 

D.  For  the  ULF  Toilet  Program,  assuming  90  % 

population  currently  do  not  own  ULF  toilets  and 
that  ratio  of  multi  to  single  faunily  residencies  is 
.22.  This  calculation  also  assumes  that  the 
following  characteristics  are: 

Average  Single  Faunily  Household  has  the  following 
characteristic : 

Persons  per  household  »  3.0 
Toilets  per  household  «  2.2 

Average  household  characteristics  for  a  Multi - 
Family  residency  are: 

Persons  per  household  «  2.5 
Toilets  per  household  »  1.2 

Mauc.  Annual  Water  Savings  -  (No.  Single  Residencies 
X  No.  of  toilets  per  Single  X  Annual  water  savings 
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per  toilet)  *  (No.  Multi  Residencies  X  No.  of 
toilets  per  Multi  X  Annual  water  savings  per 
toilet) 

E.  Seawater  Desalination  Program  can  produce  an 
infinite  eunount  of  fresh  water  given  enough 
resources . 
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LIST  or  CSLCOLATIOaS 


1.  $2,753,363  -  ($293 , 376)  [ (1/ . 04) - (1/ ( . 04 (1+ . 04) ^2)  j j 

i  -  4%,  n  -  12 

2.  $13,412  -  (9,800) (1  /  (1  +  .04)® 

i  «  4%,  n  -  8 

3.  $33,786-  ($3,600) [(l/.04)-(l/(. 04(1+. 04)^2))] 

i  -  4%,  n  -  12 

4.  $39,200  -  (53,648) [1  /  (1  +  .04)®] 

1  -  4%,  n  -  8 

5.  ($3,507)  -  ( ($1,200) (1/(1+. 04)®)  X4 

i  -  4%,  n  -  8 

6.  $1,562  -  ($2,500) (  l/(l+.04)“ 

1  -  4%,  n  -  12 

7.  $53,495-  ($5,700) [(!/. 04)- (l/(. 04(1+. 04)^^))) 

1  -  4%,  n  -  12 

8.  $2,259,857  -  ($240 , 792)  [ (1/ . 04) - (1/ ( . 04 (1+ . 04) ^2)  )  j 

i  -  4%,  n  -  12 

9.  $5,405,818-  ($576,000)  E(l/.04)-(l/(. 04(1+. 04)^2))] 

i  -  4%,  n  -  12 

10.  ($13,741)  -  (  ($5,500)  (1/(1+. 04)“)  X4 

i  -  4%,  n  -  12 

Salvage  value  -  (9800  -  1200) X  50%  +  1200  -  $5,500 

11.  ($1,998,720)  -  ( ($3,200,000) (1/(1+. 04)“) 

1-4%,  n  -  12 

Salvage  value  -  $8,000,000  X  40%  -  $3,200,000 

12.  Total  NPC  -  Monitoring  System  -  Fumiture/coniputers 
Salary  -  NPC  without  monitoring  program 

NPC  for  Salary  (EQ.  1)  - 

$277,724  -  ($29,592)  [(1/. 04)- (l/(. 04(1+. 04)“))] 
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NPC  without  monitoring  program  - 

$2,090,180  -  13,781,552  -  11,407,098  -  6,550  -  221 ,12 A 

13.  Total  NPC  -  Transportation  -  Furniture/conputers  -Salary 
»  NPC  without  monitoring  prograun 

NPC  for  Salary  (EQ.  1)  » 

$1,271,268  -  ($135,456)  [  (1/.04) - (1/ (  .04 (1+.04) ^2)  )  j 

NPC  without  monitoring  prograun  - 

$1,570,492  -  2,962,898  -  94,938  -  26,200  -  1,271,268 

14 .  NPC  under  honor  system  « 

»  NPC  without  monitoring  program  +  ( (Transportation  + 
Fumiture/computers  +  Salary)  ■  MCWRA  monitoring 
program) 

=  2,090,180  +  94,938  +  26,200  +  1,271,268 

-  $3,482,586 

15.  Difference  in  th*.  NPC  of  two  prograuns  -  3,482,586  - 
2,962,898  «  $519,688 

Uniform  Annual  Cost  » 

-  $519,688  /  [(1/.04)  -  (1  /  (.04  X  (1+. 04)^2))] 

=  $55,374 

i  =  4%,  n  =  12 

16.  Future  Annnual  Cost  =  NPC  X  i 
$2,800  =  $70,000  X  .04 

Cost  per  ac-ft  =  Annual  Cost  /  Annual  Water  Savings 
$99.78  per  ac-ft  =  $2,800  /  28.063  ac  ft 

17.  Saune  as  16. 

$4,000  =  $100,000  X  .04 

Cost  per  ac-ft  =  $542.74  =  $4,000  /  7.37  ac-ft 

18.  NPC 

Initial  Investment  =  $275,000 

Operating  Cost 

$50,000  /  [(1/.04)  -  (1  /  (.04  X  (l+.04)^°))]  = 

=$405.545 

Total  NPC  »$680,545 

Uniform  Annual  Cost  » 

$680,545  /  [(1/.04)  -  (1  /  (.04  X  (l+.04)^0))]  = 

=  $83,905  per  year  for  10  yrs 

Water  Saved  =  147.47  ac-ft  X  60%  =  88.482  ac-ft 
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Therefore:  average  cost  of  saving  one  ac-ft  » 

$948.27  «  $83,905  /  88.482  ac-ft 

19.  Cost  per  ac-ft  =  $70,000  /  147.47  ac-ft  of  water 
=  $515.36  per  ac-ft  of  water  annually 

20.  Cost  per  ac-ft  «  Cost  of  Reduction  -  Cost  of  extraction 
or  purchase 

A.  $27.38  -  $542.74  -  $515.36 

B.  $432.91  «  $948.27  -  $515.36 


21. 

265 

= 

15  X  17.69 

22. 

381 

s 

15  X  25.43 

23. 

503 

s 

15  X  33.56 

24. 

509 

= 

30  X  (17.69  - 

7.37) 

+ 

(7.37  X  27) 

25. 

741 

s 

30  X  (25.43  - 

7.37) 

+ 

(7.37  X  27) 

26. 

985 

= 

30  X  (33.56  - 

7.37) 

+ 

(7.37  X  27) 

27. 

973 

75  X  (17.69  - 

7.37) 

+ 

(7.37  X  27) 

28. 

1554 

75  X  (25.43  - 

7.37) 

+ 

(7.37  X  27) 

29. 

2163 

* 

75  X  (33.56  - 

7.37) 

+ 

(7.37  X  27) 

30. 

1231 

100  X  (17.69 

-  7.37) 

+ 

(7.37  X  27) 

31. 

2005 

= 

100  X  (25.43 

-  7.37) 

+ 

(7.37  X  27) 

32. 

2818 

= 

200  X  (33.56 

-  7.37) 

+ 

(7.37  X  27) 

33. 

2263 

= 

200  X  (17.69 

-  7.37) 

+ 

(7.37  X  27) 

34. 

3811 

K 

200  X  (25.43 

-  7.37) 

+ 

(7.37  X  27) 

35. 

5437 

a 

200  X  (33.56 

-  7.37) 

+ 

(7.37  X  27) 

36.  (12,950  X  (120,197  X.l»))/  325850  =  4299.2  ac-ft, 

Showerhead 

37.  (35,025  X  .05)  »  1751.25,  information  program 
1751  +  4299  =  6050 

38.  (35,025  X  .15)  =  5253.75,  reclcunation  program 
6050  +  5254  -  11,304 

39.  [(120,197  X  .90)  /  ((.78.X  (3.0  /  2.2))  +  (.22  X  (2.5  / 

I. 2)))]  X  .0271  »  1926.19,  toilet  replacement  program 

II, 304  +  1926  -  13,230 

40.  (12,950  X  ((17297  X  3)  +  (6779.5  X  2.5)  X.9))/  325850  = 
2462.26  ac-ft,  Showerhead 

41.  (14,784  X  .05)  =  739.2,  information  progrcun 
2462  +  739  =  3201 

42.  (14,784  X  .15)  -  2217.6,  reclcunation  program 
3201  +  2218  «  5419 

43.  [(17297  X  2.2  X  .0223)  +  (6779.5  X  1.2  X  .0442)]  « 

1,208,  toilet  replacement  program 

5419  +  1,208  =  6627 

44.  1: (12,950  X  (18,000  X.9))/  325850  =  643.82  ac-ft 

45.  2; (2,729  X  .05)  =  136.45 
644  +  136  =  780 
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46. 


3: (2,729  X  .15)  -  409.35 
780  +  409  -  1,189 

47.  4:[(18,000  X  .90)  /  ((.78  X  (3.0  /  2.2))  +  (.22  X  (2.5 
/  1.2)))]  X  .0271  -  668.175 

1,189  +  668  «  1,857 

48.  1; (12,950  X  (122,655  X.9))/  325850  -  4387.123  ac-ft, 
Showerhead 

49.  2: (35,742  X  .05)  =  1787.1,  information  program 
4387  +  1787  -  6174 

50.  3: (35,742  X  .15)  -  5361.3,  reclamation  program 
6174  +  5361  -  11535 

51.  4: [(122,655  X  .90)  /  ((.78  X  (3.0  /  2.2))  +  (.22  X  (2.5 
/  1.2)))]  X  .0271  «  1965.58,  toilet  replacement  program 
11535  +  1966  «  13501 

52.  (12,950  X  (((17354  X  3)  +  (6800.4  X  2.5))  X.9))/  325850 

-  2,470.24  ac-ft,  Showerhead 

53.  (15,019  X  .05)  =  739.2,  information  program 
2,470  +  739  -  3,209 

54.  (15,019  X  .15)  »  2217.6,  reclamation  program 
3,209  +  2,218  -  5,427 

55.  ((17354  X  2.2  X  .0223)  +  (6800.4  X  1.2  X  .0442)]  - 

1,212.08,  toilet  replacement  progreun 

5,427  +  1,212  -  6,639 

56.  (12,950  X  (18,000  X.9))/  325850  -  643.82  ac-ft 

57.  (2,729  X  .05)  =  136.45 
644  +  136  =  780 

58.  (2,729  X  .15)  -  409.35 
780  +  409  =  1189 

59.  [(18,000  X  .90)  /  ((.78  X  (3.0  /  2.2))  +  (.22  X  (2.5  / 
1.2) ) ) ]  X  .0271  -  668.175 

1189  +  688  «  1877 

60.  (12,950  X  (125,163  X.9))/  325850  =  4476.83  ac-ft, 

Showerhead 

61.  (36,472  X  .05)  «  1823.6,  information  program 
4477  +  1824  -  6,301 

62.  (36,472  X  .15)  »  5470.8,  reclamation  program 
6,301  +  5471  »  11,772 

63.  [(125,163  X  .90)  /  ((.78  X  (3.0  /  2.2))  +  (.22  X  (2.5  / 

I. 2)))]  X  .0271  =  2005.773,  toilet  replacement  program 

II, 772  +  2006  *  13,778 

64.  (12,950  X  ((17410  X  3)  +  (6821.22  X  2.5)  X.9))/  325850 
«  2,478.1  ac-ft,  Showerhead 

65.  (15,260  X  .05)  «  763,  information  prcgrcun 
2,478  +  763  -  3,241 

66.  (15,260  X  .15)  >  2289,  reclamation  program 
3,241  +  2,289  -  5,530 
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67.  [(17410  X  2.2  X  .0223)  (6821.22  X  1.2  X  .0442)]  - 

1,215.93,  toilet  replacement  program 
5,530  +  1,216  -  6,746 

68.  (12.950  X  (18.000  X.9))/  325850  -  643.82  ac-ft 


69.  (2,729  X  .05)  -  136.45 
644  +  136  -  780 

70.  (2,729  X  .15)  -  409.35 
780  +  409  «  1,189 

71.  [(18,000  X  .90)  /  ((.78  X 

1.2) ) ) ]  X  .0271  =  668.175 
1,189  668  -  1,857 

72.  (4,299  ac-ft  X  $46/ac-ft) 
»  $400,002 

73.  (4,387  ac-ft  X  $46/ac-ft) 

-  $408,502 

74.  (4,477  ac-ft  X  $46/ac-ft) 

-  $416,458 


(3.0  /  2.2) )  +  ( .22  X  (2.5  / 

+  (954  ac-ft  X  $212/ac-ft) 

+  (975  ac-ft  X  $212/ac-ft) 

+  (993  ac-ft  X  $212/ac-ft) 


75. 

$101,982 

=  2,217 

'  ac-ft 

X  $46/ac-ft 

76. 

$103,592 

»  2,252 

ac-ft 

X  $46/ac-ft 

77. 

$105,248 

-  2,288 

I  ac-ft 

X  $46/ac-ft 

78. 

$18,814 

-  409  ac 

i-ft  X  $46/ac-ft 

City  of 

Salinas 

79. 

350,394 

»  (46  X 

4,299) 

+ 

(212  X  720) 

80. 

487,790 

>=  (46  X 

4,387) 

+ 

(212  X  1349) 

81. 

658,630 

-  (46  X 

4,477) 

+ 

(212  X  1824) 

82. 

75,285  = 

5019  X 

15 

83. 

86,040  - 

5,736  3! 

:  15 

84. 

96,990  = 

6,466  J 

:  15 

85. 

150,570 

-  5019  X 

:  30 

86. 

172,080 

=  5,736 

X  30 

87. 

193,980 

-  6,466 

X  30 

88. 

251,754 

»  (46  X 

4,299) 

+ 

(75  X  720) 

89. 

302,977 

»  (46  X 

4,387) 

+ 

(75  X  1349) 

90. 

355,117 

-  (46  X 

4,477) 

+ 

(75  X  1989) 

91. 

269,754 

>>  (46  X 

4,299) 

+ 

(100  X  720) 

92. 

336,702 

-  (46  X 

4,387) 

+ 

(100  X  1349) 

93. 

404,842 

-  (46  X 

4,477) 

+ 

(100  X  1989) 

94. 

341,754 

>  (46  X 

4,299) 

+ 

(200  X  720) 

95. 

471,602 

«  (46  X 

4,387) 

+ 

(200  X  1349) 

96. 

603,742 

>  (46  X 

4,477) 

+ 

(200  X  1989) 

+  (400  X  165) 


234 


Cal  Water 


97. 

117,916  -  (46 

X  2,462) 

+ 

(212  X 

22) 

98. 

166,408  -  (46 

X  2,470) 

+ 

(212  X 

249) 

99. 

216,172  -  (46 

X  2,478) 

+ 

(212  X 

482) 

100. 

37,260  -  2,484 

;  X  15 

101. 

40,785  -  2,719 

1  X  15 

102. 

44,400  -  2,960 

1  X  15 

103. 

74,520  -  2,484 

;  X  30 

104. 

81,570  -  2,719 

1  X  30 

105. 

88,800  >  2,960 

1  X  30 

106. 

114,902  -  (46 

X  2,462) 

+ 

(75  X  22) 

107. 

132,295  »  (46 

X  2,470) 

+ 

(75  X  249) 

108. 

150,138  -  (46 

X  2,478) 

+ 

(75  X  482) 

109. 

115,452  -  (46 

X  2,462) 

+ 

(100  X 

22) 

110. 

138,520  -  (46 

X  2,470) 

+ 

(100  X 

249) 

111. 

162,188  »  (46 

X  2,478) 

+ 

(100  X 

482) 

112. 

117,652  »  (46 

X  2,462) 

+ 

(200  X 

22) 

113. 

163,420  »  (46 

X  2,470) 

+ 

(200  X 

249) 

114. 

210,388  »  (46 

X  2,478) 

+ 

(200  X 

482) 

Marina 

115. 

12,834  -  279  TH 

:  46 

116. 

12,834  -  279  H 

:  46 

117. 

12,834  -  279  H 

;  46 

118. 

4,185  =  279  X 

15 

119. 

4,185  -  279  X 

15 

120. 

4,185  =  279  X 

15 

121. 

8,370  =  279  X 

30 

122. 

8,370  =  279  X 

30 

123. 

8,370  -  279  X 

30 

Compliance  Cost  «  Water  Conservation  Cost  -  Revenue  From 
Water  Sold  (For  calculations  124  thru  132) 

Water  Conservation  Cost  »  (Amount  of  Water  Conserved  X 
Cost  per  ac-ft  of  water) 

Revenue  From  Water  Sold  *  (Amount  of  Water  Conserved  - 
Amount  of  Required  Water  Reduction)  X  (Market  Price  of 
Water) 

Negative  Compliance  Cost  -  Profit 
124.  2,249  =  (46  X  644)  -  (75  X  (644  -279)) 
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125.  2,249  -  (46  X  644)  -  (75  X  (644  -279)) 

126.  2,249  -  (46  X  644)  -  (75  X  (644  -279)) 

127.  -6,876  -  (46  X  644)  -  (100  X  (644  -  279)) 

128.  -6,876  -  (46  X  644)  -  (100  X  (644  -  279)) 

129.  -6,876  -  (46  X  644)  -  (100  X  (644  -  279)) 

130.  -43,376  -  (46  X  644)  -  (200  X  (644  -  279)) 

131.  -43,376  -  (46  X  644)  -  (200  X  (644  -  279)) 

132.  -43,376  -  (46  X  644)  -  (200  X  (644  -  279)) 

Urban  Sector's  Marginal  Cost  Curve  Calculations: 

1994 

133.  7,405  »  4,299  +  2,462  +  644 

134.  10,031  =  6,050  +  3,201  +  780 

135.  17,912  =  11,304  +  5,419  +  1,189 

136.  21,714  -  13,230  +  6,627  +  1,857 

1995 

137.  7,501  -  4,387  +  2,470  +  644 

138.  10,163  -  6,174  +  3,209  +  780 

139.  18,151  =  11,535  +  5,427  +  1,189 

140.  22,017  -  13,501  +  6,639  +  1,877 

1996 

141.  7,599  =  4,477  +  2,478  +  644 

142.  10,322  =  6,301  +  3,241  +  780 

143.  18,491  =  11,772  +  5,530  +  1,189 

144.  22,381  =  13,778  +  6,746  +  1,857 

145.  2.588  Ac-ft  =  512,000  ac-ft  per  year  /  197,827  crop  acre 
based  on  information  provided  by  [Ref.  2] 

146.  Uniform  Annual  Cost  »  NPC  /  [(1/i)  -  (1  /  (i  X  (1+i)"))] 
i  ■  4%,  n  -  10  yrs. 

$65.46  -  $531  /  8.1109 

$36.98  »  $300  /  8.1109 

$12.33  =  $100  /  8.1109 

147.  3.445  -  [.2645  X  ((2.33  +  2.56  +  3.23)  /  3)]  +  [.1842  X 
((2.84  +  3.00)  /  2)1  +  [.2921  X  3.89]  +  [.2592  X  4.11] 

148.  $140.54  -  $364  (Profit  per  Acre)  /  2.59  ac-ft  (eunount  of 
Water  used  per  acre) 

149.  $133.20  *  $345  (Profit  per  Acre)  /  2.59  ac-ft  (eunount  of 
Water  used  per  acre) 
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150-  999.74  ac-ft  -  (194  ac  +  192  ac  )  X  2.59  ac-ft  of  water 

per  acre 

151.  349.65  ac-ft  -  135  ac  X  2.59  ac-ft  of  water  per  acre 
1,000  ac-ft  +  350  ac-ft  -  1350  ac-ft 

152.  1,797.46  ac-ft  -  694  ac  X  2.59  ac-ft  of  water  per  acre 
1,350  ac-ft  +  1,797  ac-ft  «  3,147  ac-ft 

Profit  -  Market  Price  of  Water  X  No.  of  Representatives 
X  (Acreage  of  Crop  Land  Economically  Viad>le  to  take  out 
of  production  -  Acreage  of  Crop  land  Required  to  take 
out  of  production  ) 


153. 

$187,200  -  16 

X 

(  ($15 

X 

(1000 

ac-ft 

-  220 

ac-ft) 

-  0) 

154. 

$374,400  -  16 

X 

(($30 

X 

(1000 

ac-ft 

-  220 

ac-ft) 

-  0) 

155. 

$936,000  -  16 

X 

(  ($75 

X 

(1000 

ac-ft 

-  220 

ac-ft) 

-  0) 

156.  $1,248,000  «  16  X  (($100  X  (1000  ac-ft  -  220  ac-ft)  -  0) 

157.  $4,579,344  -  16  X  ((($200  X  (3,147  ac-ft  -  220  ac-ft)  - 
(694  ac.  X  $364/ac.)  -  (135  ac.  X  $345/ac.)) 

Profit  -  Market  Price  of  Water  X  (  Acreage  of  Crop  Land 
Economically  Viable  to  take  out  of  production  -  Acreage 
of  Crop  Land  Required  to  take  out  of  production  - 
forgone  profit  on  crops  removed) 

158.  $11,700  -  ($15  X  (1000  ac-ft  -  220  ac-ft))  -  0 

159.  $23,400  -  ($30  X  (1000  ac-ft  -  220  ac-ft) )  -  0 

160.  $58,500  -  ($75  X  (1000  ac-ft  -  220  ac-ft))  -  0 

161.  $78,000  -  ($100  X  (1000  ac-ft  -  220  ac-ft))  -  0 

162.  $286,209  -  ($200  X  (3,147  ac-ft  -  220  ac-ft))  -  (694  ac. 
X  $364/ac.)  -  (135  ac.  X  $345/ac. 

163.  $256.42  =  ($53.13/yr)  /  (2.59  ac-ft/yr  X  (.74  -  .66)) 

164.  $951.74  -  ($24.65/yr)  /  (2.59  ac-ft/yr  X  (.67  -  .66)) 
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